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SCRIBNERS’ NEWEST BOOKS 





12mo. 


intricacies of plot. 


A Story-Teller’s Pack. Illustrated, 12mo, $1.50. 


“In this latest book of his there is not one disappoint- 
ment.’’— Wituiam Dean Howe is. 


The Adventures of Captain Horn. 


NAPOLEON III. AND HIS COURT. 

By Impert pe St. AManp. With portraits. 12mo, $1.50. 
A new volume in a series devoted to the Second French Empire. The 
covered is from Eugénie's elevation to the rank of Empress, in 
853, to the birth of the Prince Imperial, in 1856, and the Crimean War 
and the Great Exposition of 1855 figure prominently in the author's 
fluent account, which gains much in vividness from the fact that be is 

personally familiar with all the happenings of these years. 
Already Published: Louis Napoleon and Mademoiselle de 

Montijo. With portraits. 12mo, $1.50 


YOUNG BLOOD. 
By E. W. Hornvuna, author of ‘My Lord Duke,” * The 

Rogue’s March,”’ ete. 12mo, $1.25. 

This is another of the “‘good stories which have endeared the 
author to the fiction-reading public. The mystery dominating the 
whole plot and unexplained till the very end, the plucky hero and his 
remarkable adventures while getting his start in literature, the inim- 
itable ** promoter of gigantic stock companies, the brutal school- 
teacher with a genius for mathematics and an “ infallible " gambling 
system — all these are in Mr. Hornung’s best vein. 


NOVELS AND STORIES BY «Q.” 
(A. T. Quitter-Covcn.) 9 vols., each 12mo, $1.25. 

This is the first uniform edition of the works of Mr. Quiller-Couch, 
whom the New York Times has declared to be “ in many respects the 
foremost of modern short-story writers."’ The volumes will be: The 
Splendid Spur, The Blue Pavilion, Wandering Heath, Troy 
Town, Delectable Duchy, Dead Man's Rock, Noughts and 
Crosses, Three Ships, and Adventures in Criticism. 


EMERSON, AND OTHER ESSAYS. 
By Joun Jay CHAPMAN. 12mo, $1.25. 

With his paper on Emerson, which attracted such widespread atten- 
tion as a magazine article by its independence and originality, the 
author has here grouped critical analyses of Whitman, Browning, 
Stevenson, the character of Romeo, and Michael Angelo's sonnets. 


12mo, $1.50. Mrs. Cliff’s Yacht. 


The London Speaker has said of these two volumes: ‘* Mr. Stockton has touched the high-water mark of romantic 
fiction and has shown his power to grasp the magic of Defoe and Stevenson.”’ 


Ready April 2: 


THE GIRL AT COBHURST. By Frank R. Stockton. 
Price, $1.50. 


An entirely new love-story by Mr. Stockton which has not appeared serially. The scene is laid in a country 
village, and the chief humorous characters are a French cook (widow of an “ artist”) and a match-making old 
maid, whose simultaneous endeavors to lead the hero’s affections in opposite paths supply some truly Stocktonian 


SOME OF MR. STOCKTON’S RECENT SUCCESSES. 


Rudder Grange and Pomona’s Travels. 
New and Cheaper Edition. Each, illustrated, 12mo, 
$1.50. 


Illustrated, 12mo, $1.50. 


AULD LANG SYNE. 

By the Right Hon. Professor F. Max Mu.uer, author of 
“The Science of Language,” etc. Crown 8vo, $2.00. 
‘One of the most noteworthy autobiographical volumes of the new 

year."’— Chicago Tribune. 

“A unique volume of reminiscences by a character of international 
fame, some lively, some sentimental — and all delightfully entertain- 
ing.” — New York Heraid. 


FOR LOVE OF COUNTRY. 

A Story of Land and Sea in the Days of the Revolution. By 
Cyrus Townsenp Brapy, Archdeacon of Pennsylvania. 
12mo, $1.25. 

“ The sea-fights are portrayed with a graphic up- 
exampled in American Retion, and the new view of Washington in the 
Trenton and Princeton campaign gives the book historical import- 
ance.""— Army and Navy Journal. 


MUSIC. 
How it Came to Be What It Is. By Hannan Suitru. With 
many illustrations. 12mo, $1.25 net. 

A clear and concise account of the development of modern music 
and the principal instruments, with many illustrations which assist 
greatly in understanding the historical steps. Miss Smith is a teacher 
and lecturer, and has an admirable faculty of imparting information 
interestingly. 


WHAT IS GOOD MUSIC? 

Suggestions to Persons Desiring to Cultivate a Taste in 

Masical Art. By W. J. Henperson. 12mo, $1.00 

“* It is to lovers of music who are ignorant of technical matters 
Mr. Henderson has written his book, and they will be gratef 
for the clearness of the exposition, the fulness of thought, and 
authority born of knowledge and ex Recently there have 
been several books treating on the same sub; but that of Mr. Hen- 
derson stands easily first.’’— Boston Saturday 
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Social Pictorial Satire 
Reminiscences and Appreciations of English Illus- 
trators of the Past Generation. By Grorce pu 
Mavrier, Author of “ The Martian,” “ Trilby,” 
“ Peter I[bbetson,” ete. With Illustrations. Post 
8vo, Cloth, Ornamental, $1.50. 


Four for a Fortune 
A Tale. By Avsert Leer, Author of “ Tommy 
Toddles,” ete. Illustrated by F.C. Youn. $1.25. 


The Red-Bridge Neighborhood 


A Novel. By Marta Louise Poot, Author of 
“ The Two Salomes,” “ Mrs. Gerald,” ete. Lllus- 
trated by Cuirrorp CARLETON. Post 8vo, Cloth, 
Ornamental, $1.50. 


The Fight for the Crown 
A Novel. By W. E. Norris, Author of “Clarissa 
Furiosa,” “ Billy Bellew,” etc. Post 8vo, Cloth, 
Ornamental, $1.25. 


Ribstone Pippins 
A Novel. By Maxwett Gray, Author of “The 
Silence of Dean Maitland.” Post 8vo, Cloth, Orna- 
mental, $1.00. 


A Boy I Knew 


and Four Dogs. By Laurence Hutton, Author 
of « Literary Landmarks of London,” “ Curiosities 
of the American Stage,” ete. Profusely [llus- 
trated. Crown 8vo, Cloth, Ornamental, $1.25. 


A Little Sister to the Wilderness 
A Novel. By Littan Bet, Author of “ From a 
Girl’s Point of View,” “The Love Affairs of an 
Old Maid,” ete. New Edition. 16mo, Cloth, 
Ornamental, $1.25. 


The Lion of Janina 
Or, The Last Days of the Janissaries. A 
Turkish Novel. By Maurice Joxat, Author of 
“The Green Book,” “Black Diamonds,” ete. 
Translated by R. Nispet Barn. 16mo, Cloth, 
Ornamental, $1.25. 


Elements of Literary Criticism 
By Cuartes F. Jonson, Author of “ English 
Words.” 16mo, Cloth, 80 ets. 


Picturesque Sicily 


Uneut Edges and Gilt Top, $2.50. 

Edition de Luxe on special paper, Uncut Edges 
and Gilt Top, bound in gray paper with cloth back 
and paper label. Only 100 copies printed, of which 
50 are for sale, $15.00. 








By Witt1am AGNnew Parton. Illustrated from | 
Photographs. Crown 8vo, Cloth, Ornamental, | 


| 


} 





HARPER & BROTHERS’ NEw Books. 


The Awakening of a Nation 
Mexico of To-Day. By Cuartes F. Lummis. 
With Illustrations and a Map. Crown 8vo, Cloth, 
Ornamental, 32.50. 


Dreamers of the Ghetto 
By I. Zanewiti, Author of “Children of the 
Ghetto,” “The Master,” ete. Post 8vo, Cloth, 
Ornamental, $1.50. 


The Vintage 
A Romance of the Greek War of Independence. 
By E. F. Benson, Author of “ Limitations,” “ The 
Judgment Books,” ete. With Illustrations. Post 
8vo, Cloth, Ornamental, $1.50. 


International Monetary 


Conferences 
By Henry B. Russety. 8vo, Cloth, $2.50. 


The Student’s Motley 
The Rise of the Dutch Republic. By Joun 
Loturop Mot.ey. Condensed, with Introduction 
and Notes, and an Historical Sketch of the Dutch 
People from 1584 to 1897, by Witttam Evuiot 
Grirris. Profusely Illustrated. Crown 8vo, Cloth, 
$1.75. 


The Sack of Monte Carlo 
An Adventure of To-Day. By Watter Fritn, 
Author of “ In Search of Quiet.” Post 8vo, Cloth, 
Ornamental, $1.25. 


The War of the Worlds 
By H. G. Wetts, Author of « The Time Machine,” 
ete. With Illustrations. Post 8vo, Cloth, Orna- 
mental, $1.50. 


Wonder Tales from Wagner 
Told for Young People. By ANNA ALice CHAPIN, 
Author of “ The Story of the Rhbinegold.” I lus- 
trated. Post 8vo, Cloth, Ornamental, $1.25. 


A Year from a Reporter’s Note- 
Book 

By Ricnarp Harprne Davis, Author of “Sol- 

diers of Fortune,” “ The Princess Aline,” “ Three 


Gringos in Venezuela,” ete. Lllustrated. Post 8vo, 
Paper Boards, $1.50. 


Lorraine 
A Romance. By Ropert W. CHAMBERS. Post 8vo, 
Cloth, Ornamental, 31.25. 


Spun-Yarn 
Sea Stories. By MorGan Rosertson. Illustrated. 
Post 8vo, Cloth, Ornamental, 31.25. 


HARPER & BROTHERS, Publishers, New York and London. 
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Caleb West, Master Diver. 


By F. Hopkinson Situ, author of “Tom Grogan,” 


« Gondola Days,” etc. Finely illustrated, 12mo, $1.50. | 


[Early in April. } 

Caleb West is a phenomenal master diver in the build- 
ing of a lighthouse, and a very interesting character. 
A bluff and invincible sea captain figures effectively and 
picturesquely. The “ever-womanly ” element is by no 


means lacking; and the story, like “Tom Grogan,” is | 
profoundly alive, thoroughly interesting, and uncom- | 


monly well illustrated. 


Penelope's Progress. 

By Kate Dovetas WiGGIN, author of “The Birds’ 
Christmas Carol,” “ The Story of Patsy,” “A Cathe- 
dral Courtship,” “ Marm Lisa,” ete. 16mo, in unique 
Seottish binding, $1.25. [Jn April.] 

This is a continuation of Mrs. Wiggin’s sensible, bu- 


morous, delightful story of “ Penelope’s Experiences in 
England.” 


by storm, — an indescribable mingling of good sense, 
canniness, audacity, and fun. A most readable book. 


Tales of the Home Folks in Peace 
and War. 


By Jor: CHanpieR Harris, author of the “ Uncle | 


Remus” and “ Thimblefinger” stories. With illus- 

trations, crown 8vo, $1.50. [Early in April.] 

A book of stories of interesting adventures and char- 
acter studies of the South, most of them during the war 
or just afterwards. They are marked by the keen 
insight and cheerful philosophy which make Mr. Harris’s 
stories so agreeable and fascinating. 


The Imported Bridegroom, 

eAnd Other Stories of the New York Ghetto. 
By ABRAHAM CABAN, author of “ Yekl.” 16mo, cloth, 

$1.00; Riverside Paper Series, 50 cents. 

These stories take the reader into a field almost en- 
tirely unworked as a literary possibility. They relate 
to Russian Jews in New York City, of whom many have 
heard, but few know anything definite. The author is 
familiarly acquainted with them, their antecedents, their 
condition when they reach this country, their modes of 
life afterward, their views of religion and of life; and 
his book is one of uncommon interest. 


From the Otber Side. 


Stories of Transatlantic Travel. By Henry B. Fuier, | 
author of “The Cliff-Dwellers,” “The Chevalier of | 


Pensieri-Vani,” ete. 16mo, $1.25. 

Four charming stories of Italy and England. Not 
only are they good stories, but Mr. Fuller’s literary art 
lends to them a peculiar attraction. 


Penelope and her fellow-tourists, Salemina | 
and Francesca, invade first Edinburgh and then the out- | 
lying districts, and they take the country and the Scots | 





Houghton, [Mifflin & Co.’s Spring Books. 


| Cheerful Yesterdays. 


_ By Tuomas Wentworts Hiceinson. 12mo, $2.00. 
| This book is the very flower of autobiography. It 
| gives in the most attractive manner the most interest- 
| ing experiences of a singularly interesting life. It de- 
| scribes Colonel Higginson’s boyhood in Cambridge, his 
years and associates in Harvard College, the observa- 
| tions and experiences which made him a reformer, the 
| development of literature and his own literary work in 
| the fifties, the stirring episode of the Kansas conflicts, 
| and a very modest account of his share in the Civil War. 
| The intrinsic and varied interest of the book, its noble 
| and cheerful tone, and its exquisite literary style give 
| it an uncommon charm and value. 

| 

| 

| 


Unforeseen Tendencies in 


Democracy. 
By Epwin L. Gopxrn, Editor of the New York Nation. 

1 vol., crown 8vo. [Jn April.] 

A book of remarkable value, that should be read and 
deeply pondered by all good citizens. In it the aspects 
of American political life are stated with explicit frank- 
| ness but without exaggeration, and current facts, opin- 

ions, and tendencies are compared or contrasted with 
the theories held concerning democratic government by 
the Fathers of the Republic. 


Letters of Victor Hugo. 

| Edited by Paut Meurice. Second Series. 8vo, $3.00. 
| Both Series, $6.00. 

| This Series includes Hugo’s letters, when in exile, to 
Ledru-Rollin, Mazzini, Garibaldi, and Lamartine, with 
many of curious autobiographical and literary interest. 


The Children of the Future. 

By Nora A. Smirn, author (with Mrs. Wicer) of 
“The Republic of Childhood,” “Children’s Rights,” 
and “The Story Hour.” 16mo, $1.00. 

A valuable little book, the direet outgrowth of the 
author’s experience as a kindergartner. Excellent for 
mothers, teachers, and all who have to do with children. 


Tales of Trail and Town. 
By Bret Harte. 16mo, $1.25. 
Seven stories, some of them located in California, 
| some in Europe, all told with the sure touch and the 
literary skill which make Mr. Harte so marvellous a 
| story-teller. 


Birds of Village and Field. 
A Bird Book for Beginners. By Firorence A. Mer- 
RIAM, author of “ Birds Through an Opera-Glass,” 
« A-Birding on a Bronco,” ete. Very fully illustrated, 
| 12mo, $2.00. 
A book of peculiar value to beginners in bird study. 
The birds are described plainly, and many pictures given. 











For sale by booksellers. Sent, prepaid, on receipt of price, by 


HOUGHTON, MIFFLIN 


& COMPANY, BOSTON. 
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LONGMANS, GREEN, & Co. 'S NEW Books. 





THE LAST ROMANCE OF THE LATE WILLIAM MORRIS. 


The Sundering Flood. 


By WiiuraM Morris, author of “The Earthly Para- 
dise,” ete. Printed in Old Style and bound in buck- 
ram with paper label. With a map. Crown 8vo, $2.25. 


A NEW NOVEL BY STANLEY J. WEYMAN. 


SHREWSBURY. 
A Romance of the Time of William and Mary. 
By Stantey J. WeyMan, author of “A Gentleman of 
France,” “ Under the Red Robe,” etc. With 24 illus- 
trations by CLraupe A. SHeprerson. Crown 8vo, 
cloth, ornamental, $1.50. 
“Mr, Stanley Weyman has written a rattling good romantic | 


story that is in every way worthy of the author of the ever . 
delightful ‘Gentleman of F + New York Sun. | By Freperic W. Farrar, Dean of Canterbury. With 


| 
| 25 illustrations by Ameria Baverie. Crown 8vo 
*** Shrewsbury ’ is a magnificent confirmation of Mr. Wey- | ° 
man’s high estate ‘in the world of fiction. His characters are cloth, ornamental, $2.00. 
| 


4 NEW BOOK BY DEAN FARRAR. 


Allegories. 


alive, h table. His scenes are unhackneyed, Contents: The Life Story of Aner — The Choice — The 
dramatic, powerful. "The action is sustained and consistent, | Fortunes of a Royal House—The Basilisk and the Leopard. 
sweeping one’s interest along irresistibly to a dénouement at . ae 
once logical and climactic. And through it all there glows that | 
literary charm which makes his stories live even as those of Servia _ 
Seott and Dumas live.’’— Chicago Tribune. ° 

——_—__—_ The Poor Man’s Paradise. By Herpert Vivian, M.A., 


Wi 
The a ofa Highland Lady. | Officer of the Royal Order of Taakovo ith por- 


trait of the King and a map. 8vo, pp. vii.—300, $4.00. 
The Autobiography of Elizabeth Grant of Rothiemur- “This is a vastly readable book, and despite some evident 


chus, afterward Mrs. Smith of Baltiboys, 1797-1830. | eccentricities and prejudices on the author’s part, a substan- 
Edited by Lady Stracuey. 8vo, 500 pages, cloth, | tially useful and valuable one. Mr. Vivian has evidently had 
gilt top, $3.50. his eyes about him in Servia, and has produced a very lifelike 
*,* The Highland Lady of these Memoirs was a clanswoman and agreeable picture of the country and its rules and peo- 
of the Rothiemurchus Grants. It was from this particular | P!e.”— Glasgow Herald. 
branch of the ancient Scottish family that General Grant 
claimed descent. Miss Grant’s reminiscences of the period of Industrial Democracy. 
1797 to 1830 give interesting pictures of the Highlands at the " =o 
beginning of the century, of social life in Edinbargh and Lea- By Srpyey and _BeaTRICE Wess. With 2 diagrams, 
don, and, later, of Ireland. 2 vols., 8vo, 958 pages, $8.00. 
“It is not too much to say that these two volumes, the se- 


The Authoress of the Odyssey. | quel and complement to the * History of Trade Unionism,”’ 








. ? ' | published by the same authors in 1894, contain amongst other 
Where and When she Wrote, Who she Was, and the Use | things by far the most complete and authoritative exposition 
she made of the [liad; and How the Poem Grew 


that has;been collected yet of the facts which go to make the 


under her Hands. By Samvet Bute, author of | histories of trade unions. . . . No single book of which we 
« Erewhon,” ete. With 4 maps and 14 illustrations. | are'aware is calculated to afford nearly so much aid as these 
8vo, $3.50. | volumes will give to the thoughtful student of one of the most 
: , ‘ ital questions with which our generation must le. Ina 

* It contains a considerable amount of sage reflection, and | pence “yy “eg on a 
nthe tain ef eh ful Mag of the poem and tavesti- | word, the book is invaluable, if it be used rightly. .. . We 


- . - hovel va - | commend to the public a book which is a monument of 
gation of the suggested district of its origin.” —Morning Post. research and full of candor, which is indispensable to every 


publicist and politician, a book which, when it is studied in a 


Wellington > | watchful spirit, is of great value."’— Times. 
His Comrades and Contemporaries. By Major ARTHUR | 
GrirritHs, author of “The British Army,” “The | Stray Thoughts on Reading. 


Queen’s Shilling,” ete. With 23 portraits, 13 being | 
in photogravure, besides numerous line drawings and | 
maps of Spain and Belgium. Large imperial 16mo, 
cloth extra, gilt top, $4.00. 


By Lucy H. M. Sourssy, Head Mistress of Oxford 
High School. 16mo, $1.00. 


Aids to the Devout Life. 
Progress in Women’s Education | (Reprinted from “The Outlook.”) 16mo, cloth, 50 cts. 
in the British Empire. The Message of the World’s 


Being the Report of the Education Section, Victorian es 
Era Exhibition, 1897. Edited by the CounTEss oF Religions. 
Warwick. Crown 8vo, $2.00. (Reprinted from “ The Outlook.”) 16mo, cloth, 50 cts. 


For sale by all booksellers, or will be sent, postpaid, on receipt of price, by 


LONGMANS, GREEN, & CO., Publishers, 91-93 Fifth Ave., New York. 
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T. Y. Crowell & Co.’s Spring Announcement. 


The Founding of the German Empire by William I. 


By Heinricu von SYBEL, translated by Helene Schimmelfennig White. Vol. VII., completing the set. 8vo, cloth, gilt top, $2. 
The seventh and concluding volume of this monumental work, which the author, before his death, succeeded in bringing to a successful cul- 
Franco-Prussian 


mination in spite of the jealous and petty restrictions on the part of the government, brings the story down to the 
naturally the most dramatic and fascinating of all the volumes, and throws a flood of light on the whole history of Europe during those 


war. This is 
tous 


years, 1568, 1869, and 1870, when Germany's newly won unity was imperilled. No library, public or private, can afford to be without this invaluable 
contribution to modern history. The last volume contains a tabular view of the principal events of the time covered, and a voluminous index 


Workingmen’s Insurance. 
By Wituiam F. Wittovensy, United States Department of Labor. (Vol. XIV. in Crowell’s Library of Economics and Politics.) 


to the seven volumes. 


12mo, cloth, $1.75. 
This is a 


There is no work quite like it. It covers foreign systems of 


painstaking and exhaustive examination of the problem of the insurance of workingmen against accident, sickness, and old age. 
1 i from the 


the various forms of insurance resul 





P y ’ 

efforts of employers and workingmen, the relief departments organized by railway companies and other —— employers of 

ited States and abroad. The author 

his work —— to all students of social conditions, to those engaged in the management of insurance and relief organizations, and 
in 


ance work of labor unions in the Uni 


are involved in the vexed question of employers’ liability. 


By Lavros G. McConacuig, Ph.D. 


, and the insur- 
had exceptional opportunities for obtaining facts at first hand ; and 


to those who 

Congressional Committees. 
(Vol, XV. in Crowell’s Library of Economics and Politics.) 12mo, cloth. (In press.) 
la of jon, between Congress and the 


Dr. McConachie defines Congressional Committees as “‘ the agents, the instr ita, the cl 
With the expansion in recent years, growing ever more and more rapid, of populat and Pp throughou 

ion of slower days "’ was subjected to a strain it could not bear ; and the adoption of a multiplicity of committees, each 
partment, was the only practical way out of a vast difficulty. to 


nation.” 
“the cumbersome o 
intrusted with some 





lati Maeted i 





It illustrates evolution as working 


ali changing 
political organism, and Dr. McConachie studies its details with great care. He writes with no little vivacity, and with a wealth of tenerediins 


What is Art? 


By Count Lyor N. Totstor1. Authorized Edition. Translated from the Russian by Aylmer Maude. 12mo, cloth. (In press.) 
ADVANCE NOTICE FROM THE LONDON DAILY CHRONICLE. 

“Of all the essays in criticism, morals, or social economics which Tolstoi has cape us since he gave up the production of his oma et 

contati h it 


lustration. 


istic and far-reachi 





works of art, this is as ch 


“_ 


as any. And probably it will 


read with even greater interest, for the solution 


suggests, though certainly not more important than his primitive Christian morality, comes to us with ta | freshness, and is in more direct 
contradiction, not merely to generally recognized practice, but to all modern theories and doctrines openly and universally proclaimed as to the 
meaning and value of Art. . . . It is a great theory, such as we should have expected from the great living prophet." 


Brunetiére’s Manual of the History of French Literature. 


Authorized translation. Illustrated with portraits. 


12mo, cloth. 


(In press.) 


M. Brunetiére, the famous French critic, stands decidedly for a conservative criticism ; and his latest and most important work may be counted 


on as sound, reliable, dignified, and wise. The work is brought down to 
The style is charming, and the suggestiveness of the thought makes it a m 


groundwork in French literature. 


~aee 1875, including in this “* modern 


thy aly any 


aturalism. 
el manual for the student and general reader who desires a solid 





RECENT PUBLICATIONS. 


Facts I Ought to Know About the Govern- 

ment of My Country. 

By Wiiuam H. Barrett, Principal of the Chandler St. 
School, Worcester, Mass., Councilor of the American Insti- 
tute of Civies. 18mo, cloth, 50 cents; flexible leather, $1. 
Fourth Edition. 

“I volunteer the stat t that no such condensation of facts has 
been made with such admirable classification for instantaneous refer- 
ence as in this little volume. Because everybody ought to know the 
facts, everybody ought to have the book.’’— Bishop Joaw H. Vincent, 
Chancellor Chautauqua Assembly. 


In Tune with the Infinite ; 

Or, Fulness of Peace, Power, and Plenty. By Rapa 
Watpo Troxg, author of ** What All the World’s A-Seek- 
ing.”’ 12mo, cloth, gilt top, $1.25. Fifth Thousand. 

“. . . It has done me more good than any one book of all my read- 
ng... ."— From a Reader. 


What All the World’s A-Seeking. 


By Rates Watpo Trine. 12mo, cloth, gilt top, $1.25. 
Seventh Thousand. 
“Its purpose is distinctly practical. It is most me Limy | written, 
~ deserves the remarkable success it has achieved.”"— Review of 
weviews. 





Men I Have Known. 
By Dean Farrar. Illustrated, with facsimile letters and 
portraits. 12mo, cloth, gilt top, $1.75. Fourth Thousand. 
“One of the notable books of the season.""— Inter Ocean. 


Self-Cultivation in English. 
By Speman Hersert Patmer, LL.D., Alford Professor of 
hilosophy in Harvard University. 12mo, 35 cents. Tenth 
Thousand. 
* Ought to be in the hands of every student and writer.""—Phiadel- 
phia Press. 


The Evolution of France Under the Third 
Republic. 

By Baron Pierre pe Covsertin. With Introduction by 

. ALBERT SHAW. Illustrated. 8vo, cloth, gilt top, $3.00. 


“Deals in a more ym pron te he —— cise we have ever 





The Coming People. 
By Cartes F. Doug, author of ** The Golden Rale in Busi- 
ness,’’ ** The American Citizen,” ete. 16mo, cloth, gilt top, 
$1.00. Third Edition. 


" “Read the book. It is as sinewy in logic as it is inspiring in cheer 
and hope.'’— Boston Herald. 


General Grant’s Letters to a Friend 
(1861 - 1880). 
Edited by Gen. James GRANT Wuson, 16mo, gilt top, with 


portraits, $1.00. 

‘Grant's simple, modest style, and his pithy comment on men and 
things, give to us ar illumination for which we may have vainly searched 
in larger and more pretentious books."’— Outlook. 


FOR SALE BY ALL BOOKSELLERS. SEND FOR CATALOGUE. 


THOMAS Y. CROWELL & CO., Publishers, New York and Boston. 
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J, B- LIPPINCOTT COMPANY'S Spring Announcement 
r OF NEW PUBLICATIONS. 


Variorum Edition of Shakespeare. Edited by Horace Howarp Furness, Ph.D., LL.D., 
L.H.D. Eleven royal octavo volumes now ready. Superfine toned paper. Extra cloth, uncut edges, gilt top, 
$4.00 per volume. Half morocco, gilt top, in sets only, $55.00. 


The Winter’s Tale. (Volume XJ. now ready.) America has the honor of having produced the very best 
and most complete edition, so far as it has gone, of our great national poet. For text, illustration, commentary, 
and criticism, it leaves nothing to be desired.”— Blackwood’s Edinburgh Magazine. 


Heirlooms in Miniatures. By Ayxe Hoturscsworta Wuarton. With a chapter on Miniature 
Painting by Emtty Drayton Taytor. With frontispiece in color and over ninety finely executed reproductions 
of the best examples of Colonial, Revolutionary, and Nineteenth Century Miniature Painters. Seconp Epition. 
Ornamental buckram, gilt top, deckle edges, 33.00; three-quarters levant, 36.00. 


Washington after the Revolution, 1784-1799. By Wimax S. Baxer, author of 
“ Itinerary of General Washington,” ete. Cloth, gilt top, $2.50. The present posthumous volume is a continua- 
tion of the “ Itinerary of the Revolution, 1775-1783,” by the same author. It carries on in the same thorough 
fashion the daily roster of Washington's life after his retirement from the army until his death. 


Chambers’s Biographical Dictionary. The great of all times and nations. Edited by Davip 
Patrick, LL.D., editor of “Chambers’s Encyclopedia,” and Francis Hinpes Groome, assistant editor of “ Cham- 
bers’s Encyclopedia.” Crown 8vo, half morocco, $3.50. Like its companion volume, “ Chambers’s Gazetteer of 
the World,” this Biographical Dictionary is based upon articles in “Chambers’s Encyclopedia.” Hundreds, how- 
ever, of articles have been added, and the total number of persons treated of must much exceed ten thousand. 


Across the Everglades. A Canoe JoURNEY OF Expioration. By Hues L. Witiovenrsy, Ex- 
Lieutenant Commanding Rhode Island Naval Reserve. Illustrated with folding map of the route and forty-one 
views taken by the author. 12mo, cloth, ornamental, $2.00. “The section explored by the author has long been 
a practical terra incognila, although numerous attempts have been made from the days of the Spanish discoverers 
to the present to wrest from that strange locality its secrets. That Lieutenant Willoughby has so well succeeded 
earns for him the thanks of the whole public.” St. Louis Globe- Democrat. 


Coal Catechism. By Wiuiam Jasper Nicoits, M.Am.Soc.C.E. 12mo, black buckram, yellow edges, 
$1.50. Catechism of Coal is intended for that great number of intelligent readers who have no technical training, 
and yet who prefer to seek knowledge by reading special subjects rather than fiction. 


A Comic History of Greece. From the Earliest Times to the Death of Alexander. By CHARLES 
M. Sxyper. With illustrations by F. McKernan, JoHN SioaN, and W. M. Goopes. Crown octavo, cloth, 
$2.00. “The Iliad and the Odyssey, the Persian invasion, Pericles, Alcibiades, Philip, Diogenes, and Alexander 
are all brought up to date with a vengeance.” — Philadelphia Record. 


A Son of Israel. By Racue: Pexx (Mrs. E. S. Willard). 12mo, cloth, $1.25. “ While the story is 


a simple one, it maintains its interest until the last page. It is the lovability and the humaneness of the characters 
that win and hold the attention of the reader.”— Philadelphia Telegraph. 


A Desert Drama. Bense rae Tracepy or Tae Korosxo. By A. Conan Dorie. 12mo, cloth, or- 
namental, with thirty-two full-page illustrations, $1.50. “The preparations for the catastrophe are admirably 
worked up, and its actual incidence is described in a manner which will appeal to the reader, especially if he bap- 
pens to have traversed the same route on the same pleasurable errand, with a painful sense of reality. This, 
moreover, is ingeniously heightened by the cbservant skill which the author has shown in the portrayal of the 
characters who play their parts in the tragedy.”— Literature (London). 4 


Ray’s Recruit. By Captain Cuanies Kixe, U.S.A. Illustrated, 16mo, polished buckram, 75 cents. 
Issued in The Lotos Library. “The action of the story is in the great West, and though there is but very little 
Indian fighting in it, there is plenty of exciting action in the soldiers’ quarters, in which the wives and sweethearts 
take conspicuous parts.”— Boston Home Journal. 


Madam of the Ivies. By Exizanetn Patrrs Trarx. 12mo, buckram, ornamental, $1.25. The same 
dash and spirit characterize all the tales of Elizabeth Phipps Train, and in her last book, attractively called 
“ Madam of the I vies,” the movement is delightfully irresistible and contagious. : 


Miss Balmaine’s Past. By B.M. Croxer. 12mo, paper, 50 cents ; cloth, $1.00. (Jn Lippincott's 
Series of Select Novels for February, 1898.) “The author of ‘A Third Person’ possesses a characteristic raciness 
of style which makes all her books eagerly sought for.”— Detroit Commercial Advertiser. 








For sale by all Booksellers. Sent, postpaid, on vesnigt of price, by the Publishers, 


J. B. LIPPINCOTT COMPANY, 715-717 Market Street, Philadelphia. 
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Important Educational Work, entitled 


MAMMALIAN ANATOMY. 


A PREPARATION FOR 


HUMAN AND COMPARATIVE ANATOMY. 
By HORACE JAYNE, M.D., Px.D., 


Director of the Wistar Institute of Anatomy and Biology; Professor of Zotlogy in the University of 
Pennsylvania; Fellow of the College of Physicians of Philadelphia and of the American Asso- 
ciation for the Advancement of Science; Member of the American Philosophical So- 
ciety, the Academy of Natural Sciences of Philadelphia, the American 
Society of Naturalists, the Association of American Anatomiats, ete. 


THE SKELETON OF THE CAT. 


Irs MuscutarR ATTACHMENTS, GROWTH, AND VARIATIONS COMPARED WITH 


THE SKELETON OF MAN. 


Eight Hundred Pages. With over Five Hundred Original Illustrations, and many 
Tables. One Volume. Imperial Octavo. Price, Five Dollars. 


HIS volume is the first of a series which aims to present a more accurate and more com- 
T prehensive description of the structure of a typical mammal than has been hitherto 
attempted. This treatise may be, therefore, regarded as a monograph on a typical 
mammal, and be employed as an introduction to general comparative anatomy; and inasmuch 
as in its general scope, in its methods of description, in the prominence given to practical detail 
and comparison, and as far as possible in its terminology, it is in accord with the standard text- 
books on human anatomy, it may be confidently used in preparation for the study of human 
anatomy, especially by those who propose to enter a medical course. 

Although the present volume is the first of a series, nevertheless it is complete in itself, and 
is an introduction to comparative osteology. While it deals largely with general principles, it 
is mainly an exhaustive study of the skeleton of a typical mammal,— the cat,— followed by close 
comparisons with the human skeleton. It is based entirely upon original investigations extend- 
ing through many years, and is illustrated with a wealth of new and original engravings. Un- 
usual prominence is given to the explanation of all technical terms and to such practical sug- 
gestions for study as will enable a student to grasp the subject without previous anatomical 
training. Peculiar features of the work are: the description and classification of all recorded 
variations and anomalies; the introduction of rules for making comparative measurements; the 
identification of the processes of development in skeletons of animals of known ages; and the 
determination of the exact attachments of the muscles. Many details of the subject, which are 
not usually considered in works on osteology,— such as the bony labyrinth of the ear, the nasal 
cavities, the nasal bones, and the teeth,— are treated with great fulness. 

The author’s long experience with elementary classes has led to the adoption of those methods 
of instruction which are best calculated to train the powers of observation and to stimulate the 
interest of the student. 





For sale by all Booksellers, or by the Publishers, 


J. B. LIPPINCOTT COMPANY, Philadelphia and London. 
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Dodd, Mead & Co.’ Ss o.’s Spring Books. 


ROBERT BURNS. 


ROBERT BURNS AND MRS. DUNLOP. Correspondence now published for the first time. With 
elucidations by WrLt1am WALLACE, editor of Robert Chambers’s “ Life and Works of Robert Burns.” 
Two volumes, boxed, with photogravure frontispieces and facsimiles, etc., $5.00. 

The letters of the poet which are now about to see the _ for the first time are of very great value. 





CHARLES DICKENS. A Critical Study. ByGrorce , WITH THE CONQUERING TURK. By G. W. 


G1ssiNnG, author of “In the Year of Jubilee,”“The | Steevens, author of “The Land of the Dollar.” 
Whirlpool,” ete. 12mo, cloth, $2.00. |  §8vo, cloth, with maps, $2.00. 
Parriat Contents: His Times—The Growth of Manand | The author was on the ground as correspondent of the 


a The Story-Teller— Art, Veracity, and Moral Pur- Daily Mail (London), to which journal he wrote the papers 
— Characterization —Satiric Portraiture Women and | now published in attractive form. 

Children — Humorand Pathos—Style— The Radical—Com- | “The most qntertainiog of the volumes we have had about 

parisons — The Latter Years. | the Ten Weeks’ Campaign in the spring.’’— London Times. 





THE PRINCE D’ORLEANS’ NEW BOOK OF TRAVEL. 


FROM TONKIN TO INDIA. Being a Narrative of Travel and Adventure in the Far East. By 
Prince Henri D’'OrLEANS. Translated from the French. One volume, fully illustrated, royal 8vo, 
eloth, $5.00 net. 

“A welcome contribution to our knowledge of a region that had much of interest in its ethnology and its 
geography, as well as in its politics.”— London Times. 


WISDOM AND DESTINY. Essays. By Maurice | THE COMPANIONS OF THE SORROWFUL 
Maeteruncx. Translated from the French. 8vo, WAY. By Ian Macraren. 16mo, cloth, price, 
eloth, $1.75. Lad conte. 


THE BOOKMAN’ 's LITERARY YEAR- BOOK. 


A GUIDE TO THE YEAR’S LITERATURE. 12mo, cloth, with 50 illustrations, $1.25. 
With the facilities offered to them in connection with their literary magazine, The Bookman, they are enabled 


to promise the public an accurate, entertaining, and instructive year-book of literature and the important literary 
events of the past year (1897). 


AMERICAN WIVES AND ENGLISH HUSBANDS. | THE CHILDREN OF THE SEA. A Tale of the 


A Novel. By Gertrupe ATHERTON, author of “Pa- | Forecastle. By Josern Conrap, author of “ Al- 


tience Sparhawk,” etc. 8vo, cloth, $1.50. meen Folly,” ete. 12mo, cloth, $1.25. 


A NEW WORK BY PAUL LAURENCE DUNBAR. 


FOLKS FROM DIXIE. By Paut oo Dunsar, author of “ Lyrics of Lowly Life.” 12mo, 
cloth, illustrated by E. W. Kemaxe, $1.2 


These short stories prove him to be ead of gifts of a very high order in another direction. There is, in 
these charming sketches, pathos, humor, and a delicate characterization. 


THE HOLY BIBLE — Polychrome Edition. 


THE BOOK OF EZEKIEL. Translated by Professor | THE BOOK OF LEVITICUS. Translated by S. R. 
C. H. Toy. Driver, Regius Professor of Hebrew, Oxford. 
RECENTLY PUBLISHED: 
THE BOOK OF JUDGES. Trans- | THE BOOK OF PSALMS. Trans- | THE BOOK OF THE PROPHET 


lated by the Rev. G. F. Moore, lated by Professor Jutius WELL- ISAIAH. Translated by the Rev. 
D.D., Andover Theological Sem- HAUSEN, D.D., and Dr. Furnxss. T. K. Caeyne, D.D. Cloth, 


inary. Cloth, $1.25 net. | Cloth, $2.50 net. 32.50 net. 


DODD, MEAD & CO., Publishers, New York. 
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NEW BOOKS OF VALUE. 


Spain in the Nineteenth Contuty. 


! 


By Exizaseth WorMELEY Latimer. With many | 


portraits, 32.50. 

“With t one notes that Elizabeth Wormeley Latimer’s Bs 
in the 19th Gestae’ is to be the last of her excellent series of 19t' 
century histories. We have come to look upon Mrs. Latimer as quite 
= most delightful purveyor of historical gossip to be found anywhere. 

she has sketched the external events in the cen- 





seas is Pommen Russia, England, Africa, Italy, and and this final 
volume ow and the most of all.”"— The 
Chicago 


“The entire series is well planned and commendably execu’ 
The Outlook. 


Mrs. Laine’ s successful Historical Sketches of the 19th | 


Century, illustrated and uniform with “* Spain,” previously 
ished, are: 


France inthe 19th Century . ... . . $2.50 
Russia and Turkey inthe 19th Century . 2.50 
England inthe 19th Century .... . 2.50 
Europe in Africain the 19th Century . . 2.50 
Italy inthe 19th Century ..... . 2.50 


Christianity, the World - Religion. 


By Rev. Joun Henry Barrows. Large 12mo, $1.50. 


| uuuiiin at ae a jolence to cate 


The first course of the ‘ Barrows Lectureship” delivered in India | 


and Japan in 189-97 

“The reception these lectures met with from Hindus, Buddhists, 
and Mohammedans was a enemy oy Ane —_> the ability of the lec- 
turer and the personal esteem he won, but also to the new appre- 
ciation which an unsectarian Christianity is gaining among the people 
of the East.""— Christian World (London, England). 

“ The book is on broad and primary lines, and as a statement of the 
claims of Christianity to be, not one among the many religions, but the 
one religion that can alone fill the requirements of a universal system, 
it has ~ “eee importance that is new and profitable.’’ — The Bai- 
timore Sun. 


A World - Pilgrimage. 
By Rev. Joun Henry Barrows. Illustrated. Crown 
8vo, $2.00. 


" Dr. Barrows is a strong, open-minded, open-eyed man of the kind 
who make good observers and interesting reporters.” — Independent. 

“ We are glad to have been represented abroad by so splendid a gen- 
tleman and scholar and ambassador of Christianity, and we are almost 
if not quite equally glad to have had so charming and cultured a friend 
travel in our interest, so to speak, and record for us impressions so emi- 
nently readable as these. . . . Ability and opportunity together have 
produced a book which does not contain a dull line, or one without sig- 
nificance.’’— Jnterior (Chicags). 

“A bright, charming book of travel, and well-named ‘A World- 
Pilgrimage.’ . . . A delightful book, full of push and force, and just as 
American as it can be.”’— Living Church (Chicago). 


A Group of French Critics. 


By Mary Fisuer. 12mo, $1.25. 

“ This is a little book full of learning and sound taste which will help 
Americans to understand what French literature really stands for, and 
to distinguish between the shallow and ephemeral productions of the 
modern Parisian school of fiction and poetry, and what is really sound 
and good in French literature. . . . The author renders the reading 

blic a real service by presenting so able an advocate for the pure and 
tiful in literature.’’"— Philadelphia Inquirer. 


Stories from Italy. 

By G. S. Gopkix. 12mo, gilt top, $1.25. 

™ “Mr, Godkin’s modest little volume of ‘ Stories from Italy’ will be 
read with appreciation by persons who value polished, finished style, 
quiet observation, and the delicate portrayal of scenes that are often 
touched with irony and humor.” — Literature. 

“ The author of this book has provided for his readers a volume of 
eXceedingly attractive narratives. Home Journal (New York). 


“Very pute and exceptionally well-told tales they prove to be.”’ 
— Detroit Free Press. - 


| will give a far truer, because 


With a Pessimist in Spain. 


By Mary F. Nixon. Illustrated. 12mo, $1.50. 
“We do not recall reading of late any traveller's record which gives 
Oia geictorial story co much of the historic and artistic of 
ld Spain."’— The Boston Evening Transcript. 
“A brief and agreeable book of travels.""— The Dial. 
‘The author travels through Spain with the most observant 
and with a heart fal of sympathy forthe grand old 


Moorish wind 
Tent ek nado Ress aucak ames 


An Imperial Lover. 
By M. Imtay TayLor. 12mo, $1.25. 


“A dramatic and intensel Foontag Button (Puaioay romance of 
Peter the Great's court." — nthe Even = (Philadelphia 


©Sne tet rennet teen, of items Gan adventure, and 
to us even better than its predecessor ("On the Red Btalrease").”— 
The Outlook. 

“ The story is and , while it does not resort to the 
} and hold the attention. It is 
purely wove theme, and well worked ot. Swe Ans “Wt vans 

superior to its predecessor.’’— The Star 


By the Same Author. 


On the Red Staircase. 


By M. Imtay Tayvor. 12mo, $1.25. 
“A most vivid and absorbing tale of love and adventure. . . . It 
and life-like, picture of 


more striking 
| early Russian , than a multitude of laboriously-written and pon- 


derous histories of times.""— The Churchman (New York). 


The Story of Language. 

By Cuartes Woopwarp Hutson. 12mo, $1.50. 

Ldap eee of lang and philologi be immediate], 

attracted by the native scope snd sl tthe work, Ws of 9 varied und 
intimate interest to all Ts it readers that its reach 
is rather catholic than restricted.’ ae apd Times. 

“A lacid exposition of a topic oncuns of minds will find 
fascinating.""— The Press (Philadelphia). 

“The treatise is infused with scholarship on every page.’’— Com- 
mercial Advertiser (New York). 





Notes on the Nicaragua Canal. 


By Henry I. SHELDON, with maps and illustrations. 
8vo, 31.25. 

“Mr. Sheldon has rendered a great service to those particularly in- 
terested in the canal scheme, not the projector or the ——— but the 
business man who wishes to create more business, 
time to help to extend the power of the Republic.""— Engineering 
(London, Eng.). 

‘Mr. Sheldon has learned the secret of a terse and simple style, 
which, while readable and interesting, is also admirably mapted ts 
further an enterprise of very great im to the country 

good ~~ and numerous illustrations add to the value of the volume.” 
Public ger (Philadelphia). 


Thoughts and Theories 


of Life and Education. 
By the Rt. Rev. J. L. SpaALpine. 12mo, $1.00. 


It is a brilliant book in which thought and style are equall 4 
mirable. It is eloquent and stimulating, and is 
thinker of lofty thought and a lover of his kind, and it will be read vith 
delight by serious thinkers everywhere. ”’— — Saturday Evening Gazette 
(Boston). 


Other works by Bishop Spaiding, previously published, are: 


EDUCATION AND THE HIGHER LIFE ...... . . $1.00 
MEANS AND ENDS OF EDUCATION. ....... . 100 
THINGS OF THE MIND ..... o © 0s 6 ee oe 
SONGS, CHIEFLY FROM THE GERMAN ih. eae Peale 


*,* For sale by Booksellers sella or will be sent nails on receipt of price, by the Publishers, 


A. C. MCCLURG & CO., CHICAGO. 














meres 














168 HE DIA [March 16, 


POPULAR Rand, M 


BOOKS 


cNally & Co.’s nt ot 


PRICES 


SPRING ANNOUNCEMENT 


NEW BOOKS AND NEW EDITIONS. 


IN PRESS. 


THE WATERS OF CANEY FORK. * Opie reap. 


A Realistic Psychological Romance. 12mo, cloth. Price, $1.00. 





WHOSO FINDETH A WIFE. By Witu1am Le Quevx. 12mo, cloth, price . . 31 00 
UNDER THE BAN. Teresa Hammond STRICKLAND. 12mo, cloth 1 00 
A VALUABLE LIFE. By Apetine Sexceayt. 12mo, cloth . 1 00 
SHIFTING SANDS. By Frepericx R. Burton. 12mo,cloth ... . 1 00 
WOMAN AND THE SHADOW. By Araneta Keneary. 12mo, cloth 1 00 
MARBEAU COUSINS. IN THE SWIM. A MAID OF } 

A new novel by A story of gayest New York, THE FRONTIER. 

HARRY STILWELL EDWARDS, by b 
Author of “ Sons and Fathers." Col. R. H. SAVAGE. H. S. CANFIELD. 
12mo, cloth, $1.00. Paper, 50 cts. Cloth, $1.00. 16mo, cloth. Price, 75 cts. 


Bonnie MacKirby. ® LAvR4 PAYTON AESSENDEN, 12mo, cloth, $1.00. 


BILLIARDS—OLD AND NEW. By John A. Thatcher, 


(Also known i» the sporting world as “ Out-Hew-Ing”), cushion carom champion of Ohio, ’83-’84; winner of 
St. Louis Handicap, 87, longest tournament on record; and the only player who ever in the same tournament 
(Chicago Handicap, 87) beat Schaefer, Slosson, and Ives; and late of the sporting editorial staff of the « New 
York Herald,” “Chicago Tribune,” “ News,” and “ Inter Ocean,” and “ Pittsburg Despatch.” Being an illustrated 
vest pocket manual containing diagrams which show over 100 ILLUSTRATIONS of three cushion shots, balk lines, 
all nursing positions, Schaefer’s straight rail nurse, the French corner game, etc., together with records of all 
tournaments from 1863 to 1898 presented under their respective headings, many of which have never before been 
printed. A list of the champions of America, with chapters on “ Suggestions to Novices,” and odds and ends of 
all descriptions relative to billiard matters serve to render clear the methods employed by the best experts in a 
comprehensive manner. Fractional parts of this work are endorsed by Ives, Schaefer, Kavanaugh, Gillette, of pro- 
fessionals—and McCreary, Mullen, Foss, and Ellison of amateurs. Bound in cloth, 75 cts.; flexible leather, $1.00. 


ALASKA: Its History, Climate, and Natural Resources. 
By the Hon. A. P. SWINEFORD, Ex-Governor of Alaska. ILtustRaTED. 12mo, cloth, price $1.00. 
A BC OF MINING and Prospectors’ Handbook. By Cuartes A. Bramse, D.L.S. The most practical, 
comprehensive, and up-to-date authority on this subject. ILLUstraTED. Pocket Manual, Baedecker style. $1.00. 
JUST ISSUED. 


TOLD IN THE ROCKIES. By A. M. Barsour. 12mo, | AN ARKANSAS PLANTER. By Opre Reap. 12mo, cloth, 
cloth, $1.00. $1.25. 


STRANGE STORY OF MY LIFE. By Joun Srrance HERNANI THE JEW. The at Polish Romance. By 
INTER. 12mo, cloth, $1.50. A. N. Homer. 12mo, cloth, $1.00. 
A COLONIAL DAME. By Lavra Dayron Fessenpey. AMBER GLINTS. By Amper, author of “‘ Rosemary and 


A noble Historical Romance. 12mo, cloth, $1.00. Rue.”’ 12mo, cloth, $1.00. 
REMINISCENCES OF W. W. STORY. By Miss M. E. THE SINNER. A powerfully thrilling Novel. By ‘* Rrra.” 
Pairs. Lllustrated. Large 12mo, cloth, $1.75. 12mo, cloth, $1.00. 


THE JUDGE. By Ex1a W. Pearriz. Large l6mo,cloth,75c. MARSA. By Juies Ciaretie. Large 16mo, cloth, 75 cts. 

FOR LOVE OF A BEDOUIN MAID. By LeVotevr. 12mo, cloth, $1.00. 

THE GOLDEN NORTH. ByC. R.Turrie. With maps and engravings. Paper, Rialto Series, 50c.; cloth, $1. 

GLIMPSES OF ALASKA AND THE KLONDIKE. 100 Photographic Views of the Lwrertor from ori- 
ginals by Veazie Witson. Compiled by Miss Estner Lyons. Price, 25 cts. 

MAPS AND ILLUSTRATED GUIDES OF ALASKA and the KLONDIKE Regions. 25 ets., 50 ets., and 
$1.00.—Our new 18 x24 map of Alaska, showing all routes from United States to the interior. Price, 25 ets. 


REED’S RULES OF ORDER. Is the up-to-date authority in Parliamentary Law. By Tuomas B. Reep. 
Cloth, 75 ets.; flexible leather, $1.25. : 


CHICAGO. RAND, NcNALLY & COMPANY. _ new york. 
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POPULAR 
BOOKS Rand, McNally & Co.’s — 


IF YOU ARE INTERESTED ” 


Just notice the increase in your sales by offering 


SPRING ANNOUNCEMENT 


PAPER BOOKS AND TWELVE-MOS. 


the best-selling lines of PAPER BOOKS 
and TWELVE-MOS in the market, 


OUR LATEST STYLES AND SELECTIONS. 
“NEW GLOBE LIBRARY. _ 


Retail price, 25 cts. 


| THE ORIENTAL LIBRARY. 








Retail price, 25 cts. 


THE RIALTO SERIES. 


Retail price, 50 cts. 


286. FOR THE DEFENSE. FergusHume. 12. THERE IS NO DEVIL. MaurusJokai. 82 IN THE SWIM. A new novel. By 

Ready April 25. 11, MISS DEVEREUX OF MARIQUITA. | Col. Richard Henry Savage. A story of 
28. LIFE’S BLINDFOLD GAME. Maggie Col. Richard Henry Savage. | Gayest New York. 

Swan. Ready April 11. 10. IN THE OLD CHATEAU. Col. Richard | 81. IN THE SHADOW OF THE PYRA- 
2%. IN THE TOILS OF THE CHARMER. Henry Savage. | MIDS. Col. Richard Henry Savage. 

Mrs. Kennard. Ready March 28. 9. ADAUGHTER OF JUDAS. Col. Richard 79. FOR HER LIFE. Col. Richard Henry 
283. AN OPEN SECRET. Thomas Cobb. Henry Savage. } Savage. 

Ready March 14. 8 THE FLYING HALCYON. Col. Richard | 77. A MODERN CORSAIR. Col. Richard 
282. HER PROMISE TRUE. Dora Russell. Henry Savage. | Henry Savage. 

Ready February 28. 7. THE PRINCESS OF ALASKA. Col. | 76. LOST COUNTESS FALKA. Col. Richard 
281. HALF ROUND THE WORLD TO FIND Richard Henry Savage. } Henry Savage. 


279. 


A HUSBAND. May Crommelin. Ready 
February 14. 

SIR JAFFREY’S WIFE. A. W. March- 
mont. 


3. FOR LIFE AND LOVE. Col. Richard 


Henry Savage. 
STORM SIGNALS. Col. Richard Henry 
Savage. 


CHECKED THROUGH. Col. Richard 
Henry Savage. 
THE MASKED VENUS. Col. Richard 


Henry Savage. 











We are making Many Attractive Additions to the List of 


‘TWENTIETH CENTURY TWELVE-MOS. 


THE STRICTLY UP-TO-DATE BOOKS. 
| Printed from New Plates, type, and bound in Genuine Red Polished Buckram, with Gold anaes 
ieee = ges, Side and Back Titl They open . 
t. 


Gold. 

PERFECT DESIGN ‘The new edition contains poe One Hundred and | 
AND STYLE. | 
| 





| GREAT DURABILITY 
AND 


Seventy Titles by the best authors, ere is no name of 
_ SUPERB FINISH. | MODERATE COST. 


the series on the books. 
List Price, $1.00 per vol. 
e—— FOR LISTS AND PRICES. 


The ALPHA SERIES of 12mos, bound in El 
Librar y 12mos Green Corded Silk Cloth, 2008 mn in Bg Library 12mos 


top, silk bookmark; printed from new plates, laid paper — trimmed edges. One Hundred and Fifty Titles, standard 
and popular, by the best authors. Is the greatest wna Book offered at the price. List price, 75 cts. 





PICTORIAL ATLAS OF THE WORLD. 


HISTORICAL. The latest ILLusrraTeD GroGraruicaL Encycio- | TOPOGRAPHICAL. 
PEDIA, containing New Indexed Maps and data per- | 
DESCRIPTIVE. taining to every country in the world, maps 11x14 and | COMMERCIAL. 
STATISTICAL, 14x21 inches. 320 pages. POLITICAL. 
Cloth. Price . $3.00 | Half Russia. Price . $5.00 


ILLUSTRATED ATLAS OF THE BIBLE, Containing colored Maps, Plans, Charts, Diagrams, and 
views pertaining to Brste History. By Rev. J. L. Hurisvt, D.D., with Introduction by Rev. J. H. Vin- 


cent, D.D. Handsomely illuminated cloth binding, price $2.75. 
Send for sieeve semendel v miscellaneous publications. 
CHICAGO. RAND, McNALLY & COMPANY. NEW YORK. 
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CURTS & JENNINGS, Agents. 


SOME NEW ISSUES. 
BY D. D. THOMPSON. 
JOHN WESLEY AS A SOCIAL REFORMER. 
16mo, cloth, DO cents. 
BY WILLIAM A. QUAYLE. 
THE POET'S POET AND OTHER ESSAYS. 

“Seldom have such personalities as Browning, —— 
Burns, Hawthorne, or such epochal characters as Cromwell 
William of Orange veen more vividly reproduced.” 

12mo, cloth, $1.25. 
BY MARIANNE KIRLEW. 
THE STORY OF JOHN WESLEY TOLD TO BOYS 
AND GIRLS. 
12mo, cloth, illustrated, 75 cents. 
BY LOUIS ALBERT BANKS. 
HEROIC PERSONALITIES. 


“The book is full of striking incidents, of splendid les of | 





success and difficulties, of noble devotion to the welfare of human- 
ity." 12mo, cloth, $1.00. 
THE CHRIST DREAM. 
A setting forth of Christian ideals. Crown 8vo, cloth, $1.20. 
BY FREDERICK B. COWE. 
DIGGING DITCHES, AND OTHER SERMONS TO 
BOYS AND GIRLS. 
12mo, cloth, 3 cents. 
SPECIAL. 
NEW EDITION OF 
THE PEOPLE’S CYCLOPEDIA AND DICTIONARY. 
Twelve immense volumes. Nearly 10,000 pages. This Library 
of Universal Knowledge is the combined work of many leading 
American and English scholars, prof , scientists, and other 
thinkers, and in its ope ae covers the entire field of human 
knowledge, thought, d % 
Complete set delivered for $2.00 down and balance in small 
monthly instalments. 
Send for full information. 


CURTS & JENNINGS, 57 Washington St., Chicago. 


WALL PAPERS 








salesroom, special inducements in choice paper 
hangings. 

Our line includes a complete assortment of all 
the new dark shades of Greens, Yellows, Reds, 
Blues, Browns, etc., in the drawings that are 
now in favor. We are also showing a large va- 
riety of the new papers of English, French, and 
German manufacture, in Tapestries and Con- 
ventional Designs. 

We have the largest assortment of bed-room 
papers, in natural colors, that is being shown in 
Chicago. 

We extend a cordial invitation to all to visit 
our beadquarters. 


The Great Western Wall Paper Co. 
43 East Randolph Street, 
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AMERICAN BAPTIST 
PUBLICATION SOCIETY 


Ir is not generally understood that we carry a full 
line of 


Miscellaneous Books 


in stock, but we desire to emphasize the fact that we 
have in stock all the publications of all the American 
houses, and receive on day of publication all new books. 

Anything announced in Tue Drat can be had of us 
without delay, saving the expense and trouble of writ- 
ing to the publishers. 

We allow a discount of 25 per cent from all 
regular prices. 

Telephone us (“ Express 649”) and we will deliver 
goods promptly, free of charge. 

Mail orders given special attention. Catalogues 
free. Announcements sent regularly to those who 
leave their addresses. 


CHARLES M. ROE, MANAGER, 
CHICAGO BRANCH 


AMERICAN BAPTIST 


PUBLICATION SOCIETY 
177 Wabash Avenue, - - - - CHICAGO. 
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LAND OF WISE MEN AND FAIR WOMEN. 
By 
ALEXANDER CRAIG. 
With Illustrations and Cover Design by J.C. LzvENDECKER. 
12mo, Cloth, Ink and Gold, Gilt Top. 
Price, $1.25. 

1* this work the author provides remedies for all the ills of our body 

politic, while his pictures of the benefits derived from the adoption 
of his theories will go far to convince the most skeptical that if his 
plan could be made the rule of action for nations and individuals, a new 
race would people the earth, and poverty and suffering would disappear. 


Weeks Publishing Company, 
. CHICAGO. ; 
PROGRESSIVE AND PRACTICAL FRENCH COURSE for pupils 

between ten and eighteen years of age: 

THE STUDY AND PRACTICE OF 
FRENCH IN SCHOOL. 
By L. C. BONAME, 
258 South Sixteenth Street, Paitapgtrmta, Pa. 


Natural method on a new plan, with thorough drill in pronunciation, 
are essentials of grammar. 





eee ee $0.60 
PART IL., for Intermediate grades . . . . . 90 
PART IIL. for Advanced Classes . .... 1.00 
KEY to Exercises in Partlll.. . ... . net 40 





Education (Boston, Mass.): “ This is a well-made series of books, 
admirably suited to the purpose designed. Teachers will find them all 
helpful and interesting.” 

L’ Avenir (Philadelphia, Pa.): “ Any person having learned the con- 





Between State St. and Wabash Ave., CHICAGO. 


tents of these books will have mastered all the difficulties of the French 
” 
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SCHOOL AND LIBRARY BOOKS. 





433 Pages. Illustrated. 60,000 Words and Definitions. | 
Has a Thoroughness and Clearness all its own. 


The Modern Webster Dictionary. | +3: 


THE ILLUSTRATIONS ARE NEW AND STRONG. «The contents cover accu- 
THE METHOD OF PRONUNCIATION IS SIMPLE AND TRUE. rately and concisely all words 
THE DEFINITIONS ARE CLEAR AS CRYSTAL. | in common use, together with 
THE RAM’S HORN says: ** There are dictionaries, and then again there are dic- | Many maxims, abbreviations, 
tionaries, but ‘ The Modern Webster’ is the acme of perfection in this line.” ete.” — The Interior. 
Stiff cloth, red edges, not indexed, 25 ets.; stiff silk cloth, red edges, indexed, “It is printed in clear type, 
50 cts.; morocco, full gilt, indexed, flags of nations in colors, $1.00. and the system of indexing is 
Everybody's Dictionary. Don’t be Deceived. _ Insist on getting “ The Modern.” | handy.”—Scientific American. 


COMMENT : 
“It is without exception the 
most convenient little diction- 
| ary ever printed.”—Cleveland 














OTHER FAVORITES IN THE HOME, SCHOOL, SHOP, AND OFFICE. 





Salva-Webster Spanish-English English-Spanish | Lee’s Priceless Recipes. 
Dictionary. 368 pages. Illustrated. bey for everything except cook- 
Illustrated. 400 pages. 40,000 words and definitions. Maps ing. 3,000 secrets for the home, farm, laboratory, work- 


of South America and Mexico. U.S. Consulates in those shop, and every department of human endeavor. Limp 
countries, and Spent Consulates in tne U.S. Conversation | Cloth, red edges, 25 cts.; stiff silk cloth, red edges, 50 cts. 
ar 


practice, irregular verbs, etc. Flexible cloth, not indexed, ’ sefu 
30 ets; stiff silk cloth, red edges, complete double index, Conkiin’s ay ee a eae 


©0 ots. 532 pages. 50 full-page colored maps. The Dingley Tariff, 
Grimm - Webster German-English and English- | complete, ones with the McKinley and Wilson bills. 
German Dictionary. | New revised edition each year. 1,800,000 sold. Limp cloth, 
Illustrated. 30,000 words defined in both languages. Conver- | red edges, 25 cts.; stiff silk cloth, red edges, 50 cts. 
sation, letter-writing, irregular verbs, tables of weights and Whitelaw’s Improved Interest Tables and 
measures, etc. Flexible cloth, not indexed, 25 cts.; stiff Bankers’ Charts. 
silk cloth, red edges, complete double index, 50 cts.; mor- | 188 . Indexed. This admirable work is THE ONLY ONE 
occo, full gilt, double index, $1.00. - its kind. Py .—1 km up to the ape 
’ ECIMAL. Gives interest from % to 12 per cent. By an 
Laird & Lee’s Vest Pocket Webster Dict lonary ’ ingenious system of indexing, the results are obtained at 
200 pages. —~e otis the Singonean, ~ little hen once, Silk cloth, 75 cts. 
ume contains a World’s Gazeteer, Toasts and Speeches, 
Rules of Etiquette, ete. The Original— The Best. It has Edison’s Encyclopedia and World’s Atlas. 
many imitators, but no equal. Silk cloth, indexed, 25 cts.; | 512 pages. 50 colored maps. 2,000 subjects of highest value 
morocco, gilt, indexed, 50 ets. |  toall, carefully classified. “* — a eg yh! Gold.”’ 
The Machinists’ and Engineers’ Pocket Manual. ee | ee Usd aed eens 
An Dbeettive Seentine on Goss, b aang a rw mony Prac- library style, 50 cts. 
tice. No useless technical difficulties. Vocabulary of 2,000 : 
mechanical and electrical words. How toConnect Dynamos | Lee's Pocket Encyclopedia Britannica. 
and Motors ; Shafting, Drills, Wire Weightsand Resistances, | 406 pages. Illustrated with 12 full- and 72 smaller por- 
Serew Cutting, Properties of Saturated Steam, Fractions, | traits of celebrities, 6 full-page keyed maps, showing points 
ete. Illustrated with mechanical sketches and diagrams. of interest throughout the world. Invalaable to pose is 
Leather, stained edges, gold stamped title, pocket, flap and all walks of life. Limp cloth, red edges, 25 cents ; silk 
band, $1.00. | loth, red edges, 50 cts. 


‘Laird & Lee, of Chicago, beat the world with their series of books of information.’’— The Boston Times. 


OPIE READ’S SELECT WORKS. 
PURE AND DELIGHTFUL FICTION. SIX GENUINE AMERICAN CLASSICS. 
OLD EBENEZER. 
His latest and brightest. “Mr. Read’s new book is fully as capable of successful dramatization as was ‘ The 
Jucklins.’”— Chicago Tribune. Bound in extra cloth, gold top, uncut edges, illustrated, $1.00. 
THE OTHER TITLES IN THE SET ARE: 
MY YOUNG MASTER. THE JUCKLINS. 
A KENTUCKY COLONEL. A TENNESSEE JUDGE. 
ON THE SUWANEE RIVER. 
Printed on fine laid paper, bound in Holliston linen, gold tops, uncut edges, ornamental covers in gold and ink. 
Six volumes in a box, $6.00. Each, $1.00. All appropriately illustrated. 

















, For sale at all Bookstores, or sent, postpaid, on receipt of price, by 
Caw& Cer, Publishers, 263-265 Wabash Ave., Chicago. 


Catalogue, giving particulars as to all books published by us, together with terms to agents, on request. 
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JUST READY. 


** The worthy outcome of well-spent years." 
— Tue Towes, London. 


FRANCE. 


** Clear in thought, lucid in expression.” 
~— THe STANDARD, 


Mr. Bodley gives a concise description of the country, its people, and institutions. 


** We have in this work a most lucid, able, impartial, and comprehensive treatment of the political situation in France. . . . 
No reader of this work will doubt for one moment that he has before him a competent = genuine survey, by a trained 
By John Edward political thinker, of the situation of the France of to-day sofar Tyo Vols., Demy 8vo, 


ts political conditions are . It contains an 
Courtenay Bodley, M.A. “tuieble account of the departments of ‘government, of the Cloth, $4.00 net. 


various parties now in existence, and presents through ever page a most luminous exposition, not alone of the politics, but of 


the temper, feeling, and genius of the French people.’’— The Spectator. 


MY LIFE IN TWO HEMISPHERES. 


By Sir Caantes Gavan Durry. In two volumes, with 


ortraits. Medium 8vo, $8.00. 

“An autobiographical of a remarkable career — we should 

eutag ey oS ouosuemnes jy se as are the two hemispheres. 
The first ended in failure, ph our author left Ireland in despair ; 


the second terminated in his attainment of high office [in Australia) . 
and in the practical adoption of his policy which still prevails.’ — The 
Atheneum. 


WILLIAM SHAKESPEARE. 

| By Georo Branpes. Translated from the Norwegian by 

WituaM Arcuer. Two vols., Demy 8vo, $8.00 net. 

Dr. Georg Brandes’s ‘‘ William Shakespeare "’ may best be called, 

perhaps, an exhaustive critical biography, fully abreast with the latest 

English and German researches and criticism. Dr. Brandes has achieved 

German thoroughness without German heaviness, and has produced 
what must be regarded as a standard work. 


A Reference Book for the Beginner, or for the Skilled Gardener. 


BY THE SAME AUTHOR. 
Lessons with Plants. 
Suggestions for Seeing and Interpreting 
Some of the Common forms of 
Vegetation. 
12mo, half leather. Price, $1.10 net. 

A series of hints as to the best method 
of teaching botany. Illustrated from 
Nature by W.S. Holdsworth, Assistant 
Professor of Drawing in the Agricultural 
College of Michigan. 


GARDEN - MAKING. 
Suggestions for the Utilizing of Home 
Grounds. 

By Prof. L. H. Bartey, Professor of 

Horticulture, Cornell University. 
Cloth, 16mo. Price, $1.00. 

A GUIDE TO DAILY PRACTICE 
in the Garden, whether that garden be a city 
back or an enclosure of acres. It gives in 
je language such information as every man 
or woman who attempts to grow a single plant 
is in need of. No modern American work er- 

isla which covers this important fled. 


BY THE SAME AUTHOR. 


First Lessons with Plants. 
A Selection of Twenty Lessons Chosen 
Srom the Larger Volume. 

Cloth, i2mo. Price, 40 cts. net. 

These Lessons are chosen from am 

the larger number in “ Lessons wi 
Plants,”’ but each is quite as complete 
and is illustrated in the same way as in 
the fuller volume. The book aims at 
bringing the method within reach of 
some who desire a briefer book. 


Zola's Great Trilogy of the Three Cities. 


In Three Parts, each two vols., $2.00. 


By M. Zola. PARIS. 


* Lourdes’ as a book is a lite charm. 
LOURDES. It is a romance of high and 


“* Paris’ is full of life and action, brilliant t tt i 
as ite name-giver. Its pages cannot fail to help Cempereny Sects. 55 ip conten ROME. 


“* Rome’ is a magnificent document on con- 


nalit t d 
but powerfully wefolded.”" : bee ‘Sieseen its readers to a truthful picture of the city as posmty Retery coe Games Ge 


ad in the New York Home Journal. | it is to-day." 


THE PRIDE OF JENNICO. 


Beto Tae Memore or Carprarn Basi Jennico. By Aonzs 
Eorrton Castie. 
“ This novel is an exceptionally clever mixture of wild romance and 
modern psychology, the picturesqueness of 
Cloth, Cr. 8vo, $1.50. the hero's adventures being handled with no 
leas skill than ia expended upon the anal 
of his emotions. * The Pride of Jennico * is an artistic production, 
and it is original.""— ‘New York Tribune. 


By Roserr Herrick. 
( Nearly Ready.) 


THE GOSPEL 


= of the greatest living reporter.” — The 
vening Sun (New York). 


THE CELEBRITY. By Winston Cavacem. 


* One of the best stories that has come from the presses in the last 
six months. The plot is novel, the central 
idea clever, and the incidents are worked out Cloth, Cr. 8vo, $1.50. 
with a degree of skill and good taste that are 
ae satisfactory. .. . Its quiet humor is one of its best qualities."” 
— Brooklyn Eagle. 

“A decidedly amusing book ! breezy, bright, well-written.""— Boston 
Budget. 


OF FREEDOM. 


Cloth, Crown 8vo. 
Price, $1.50. 


The motif is that of personal independence in its appeal especially to the restless, eager, egotistic woman of our new Amer 


ican civilization. 


WHERE THE TRADE WIND BLOWS. 


By Mrs. Scuvy_er CrowntnsHiELp. 
“One of the most original and distinctive of current books. . . . It 
is a collection of tales descriptive of life in 
Cloth, Cr. 8vo, $1.50. the West Indies . . . But even the shortest 
has central idea plot and development ; is a 
compact little drama. We commend this k to anyone who wants 
something fresh and good in fiction.” — Evening Telegraph (Phila ). 


THE MACMILLAN COMPANY, 


SOUTHERN SOLDIER STORIES. 
By Groroe Cary Ecoeston. 

“It is a charming little volume of short stories, largely pathetic, 
some ga . some founded on events which 
fell under the author's observation, many Cloth, Cr. Svo, $1.50. 
told from hearsay, and they are quite varied 
in their motif — aside from the broad and deep feeling of human sym- 
pathy which animates them all.""— The Worcester Spy. 
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THE PLIGHT OF THE BOOKSELLER. 


For some months now a three-sided discus- 
sion of the most heated and acrimonious sort 
has been going on in England with regard to the 
mutual relations of the author, the publisher, 
and the bookseller. Not only are the trade- 
journals and the periodical organs of the spe- 
cial interests concerned filled with pleas and 
arguments upon the several phases of this com- 
plex problem, but the debate has established a 
firm foothold in the columns of the daily news- 
paper and the pages of the popular magazine. 
It is indeed a question in which the general 
public has a legitimate interest, for in these 











days of common school education we are all 
readers to an extent of which our forefathers 
never dreamed, and the average man, who is 
neither author, publisher, nor bookseller, feels 
instinctively that his own notions of what is 
proper should count for a good deal in any 
matter which places the cost of books at stake. 
In this respect, as in so many others, the great 
public is apt to disregard the nicer ethical con- 
siderations involved in the discussion, and to 
insist upon the cheapest books he can get re- 
gardless of the ways in which they may be 
cheapened for him. In our own country we 
had abundant opportunity to realize the force 
of this sentiment during our long struggle for 
the embodiment of common honesty in the copy- 
right laws, and just now we realize it anew in 
contemplation of the opposition to which an 
important reform in our postal regulations has 
had to succumb. 

The English agitation of this question takes 
its origin in the sufferings of the bookseller, from 
whom there arises a bitter cry of lessened pro- 
fits and lowered prestige. It all comes from 
the current discount of twenty-five per cent 
from the published prices of books, a discount 
forced by keen competition and now so firmly 
established by custom that it seems like a part 
of the English Constitution. We will cheer- 
fully give you two pence in the shilling, says 
the aggrieved bookseller, but to give three 
pence is to take the bread from our mouths. 
Striking figures are presented in behalf of this 
plea, as in the case of one respected represen- 
tative of the trade, who shows that an annual 
turnover of three thousand pounds with a two 
penny discount will yield a greater profit than 
a turnover of ten thousand pounds under the 
conditions now existing. The publishers, for 
their part, claim that they would gladly help 
the booksellers to a decent living, but are quite 
helpless to do so, since the large dealers are 
satisfied to allow a three penny discount, and 
the small dealers are forced to follow suit. But 
no, say the boooksellers, just see how they do 
things in Germany. In that happy land, deal- 
ers are forced to accept a discount based upon 
an equitable consideration of the interests of 
both parties, because the publishers would cut 
short the supplies of any bookseller who should 
violate this agreement by underselling his fel- 
low-tradesmen. Our safety is in the trust and 
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trade. Very well, say the publishers, only we 
must get the assent of the authors also, for with- 
out them our efforts would prove futile. The 
author is thus dragged into the dispute, but, to 
the dismay of the bookseller, proves recalci- 
trant. What I want, he says in substance to the 
bookseller, is the largest possible sale for my 
works, and so does my publisher, since his pro- 
fit and my royalty are in strict proportion to 
these sales. You, on the other hand, given 
your additional penny, would be better off, on 
your own showing, were you to sell less than 
half as many books. I know that I am tra- 
ditionally incompetent in matters of business, 
but I am not so guileless as all that. The pres- 
ent arrangement suits me quite well, and in en- 
deavoring to upset it I should be working 
against my own interests. In this seemingly 
hopeless impasse the discussion stands. 

In our own country, the problem is slightly 
different, although in its essentials much the 
same. With us, the authors, for lack of any 
organization corresponding to what obtains in 
England, do not form a third party to the dis- 
cussion, which is thus reduced to a struggle 
between publishers and booksellers. The bug- 
bear of the latter is not the regular discount 
allowed everywhere by honest retailers, but the 
department store with its cut prices, its prompt 
turnover, and its efficient organization. The 
very striking statement was recently made that 
one of these stores, on account of its advantage 
over the ordinary bookseller in the concession 
of from two to six per cent for short time pay- 
ments, could afford to retail an invoice of books 
“for the net cost of the bill and still leave a 
profit.” At such a statement the mere book- 
seller may well hold up his hands in despair, 
and look for some other means of making a 
living. Practically, he is forced to do one of 
two things: either retire from a business sub- 
ject to this sort of competition, or himself be- 
come a department store on a small scale by 
adding bicycles, and cigars, and patent medi- 
cines to his stock in trade. 

The public is to some extent at fault for this 
state of things, and the principle that every act 


of purchase is freighted with ethical and social | 


responsibilities is no doubt a sound one; but 
consumers’ leagues and other devices for bet- 


do not seem likely to accomplish very much 


more than half convinced already. The « shop- 
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and rarely convince purchasers who are not | 














easily persuaded to pay more for a given article 
than he must, or to contemplate the indirect 
consequences of his purchase when the direct 
and tangible advantage is so evident. More 
over, the modern book-buying public is to a 
considerable extent a new public, created by 
the department store and the bargain counter. 
It would never have found its way at all into 
the real bookstore, and its acquisitions in the 
way of literature are made in delightful ignor- 
ance of the commodity which it is buying. It 
will proudly bear away its purchases of gaudy 
fabrications in cheap paper and muslin entirely 
unconscious of the fact that these things are 
not books in any real sense of the term, and 
will joy in the possession of, say, the “ works” 
of Goethe (five volumes, price $1.79) without 
the least suspicion that the “ works ” of Goethe 
do not exist in the English language. To the 
book-lover, on the other hand, and to the book- 
buyer of the old-fashioned sort, these things 
and the marts in which they are dispensed by 
unlettered counter-jumpers are an abomination. 
He, at least, knows the difference between books 
made to read and keep and books made, like 
the spectacles in the familiar story, “to sell”; he 
also knows that the cut prices of books in the dry 
goods stores are not (with an occasional excep- 
tion) cut so very much after all, and that in such 
stores the books that the serious reader really 
wants are never by any possibility to be found. 

The bookstore, then, may be said still to re- 
tain the greater part of its old clienté/e, but the 
fact remains that it ought to attract the new 
class of book-buyers also, yet that somehow it 
does not attract them. The elementary eco- 
nomic forces by which society is swayed are 
pulling hard against the self-respecting book- 
seller, and more and more placing at a disad- 
vantage the intelligence which he seeks to re- 
tain in the conduct of his business and the con- 
science which the self-respecting publisher puts 
into the manufacture of his product. Now these 
economic forces are hard things to fight against; 
they are certainly not to be combated success- 
fully by repressive legislation, as some book- 
sellers foolishly seem to wish, while such com- 
binations in restraint of trade as are here and 
there suggested are likely either to prove simply 


gu _ futile or so to outrage the moral sense (exhib- 
tering the condition of production and exchange | 


ited in our notions of fair play and freedom of 
individual action) as to defeat their own pur- 
pose. Measures of the first class surely cannot 
be countenanced by intelligent persons, while 
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measures of the second class embody a wisdom 
almost equally dubious. What then remains? 
The answer may not be a very satisfactory one, 
but it seems to be the only one left. Economic 
forces all have their origin in the mind, and flow 
from the ideas and desires of human beings. It 
is hopeless to oppose them by violent means, 
but it is not impossible to transform them by 
educational processes. The advance of civiliza- 
tion does react upon these forces to very de- 
cided effect, and every year finds more and 
more minds prepared to receive the important 
truth that the cheapest ways of doing things 
are not always the most desirable ways. This 
truth once realized, its translation into eco- 
nomie action is a comparatively simple matter. 
Its concrete application to the case now in hand 
may be stated very briefly. A good book-store, 
stocked with serious literature, and conducted 
by people who know something of the books 
they sell, is a civilizing agency of the highest 
importance to every community. It ranks with 
the public library and the local high school or 
college. That such a book-store should be found 
in every sizable town and that every great city 
should have a number of them are propositions 
that win without argument the assent of all in- 
telligent people. That it is difficult if not im- 
possible for them to exist under the conditions 
of present competition and of present public 
sentiment is a statement sadly true. That arti- 
ficial measures for the rehabilitation of the old- 
time bookseller are foredoomed to failure is the 
outcome of all sound ethical and economic rea- 
soning. We must then look for a better state 
of affairs, on the part of the public, to a more 
genuine popular education, a broader enlighten- 
ment concerning the usefulness of books, a 
greater willingness to bear small burdens for 
the attainment of large ends; and, on the part 
of the bookseller, more patience under adverse 
influences, a broader view of the economic prob- 
lems with which he is confronted, and a greater 
alertness to impress the public with the need- 
fulness of his own peculiar social function. 


ENGLISH CORRESPONDENCE. 


London, March 1, 1898. 

The season has commenced with a rush, and business 
is moving in dead earnest. Publishers are now engaged 
in preparing their “Spring Announcement” lists; and 
although these are not all yet to hand, I think I can 
give you sufficient information now to put you on a foot- 
ing of equality with ourselves in that respect, by the 
time this reaches you. Of course, a few of the more 
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important works of fiction have already been issued, 
such as Mr. Anthony Hope’s “Simon Dale,” Mr. Stan- 
ley Weyman’s “Shrewsbury,” and Dr. Conan Doyle’s 
“ Tragedy of the Korosko”; but much yet remains ere 
the holidays come on. So that you may be better able 
to study the titles, I give them classified, with our pub- 
lishers’ names in paren’ 

In Theology we have nothing supremely important. 
A great talk is being made of the new translation of 
the Bible, called the “ Polychrome Bible”; but as the 
work is edited and sub-edited by two of your own 
scholars, you will, no doubt, know all about it. Al- 
ready three volumes have been issued. One curious 
part about the publication of it is that two firms, Messrs. 
James Clarke & Co. and Mr. David Nutt, are both ad- 
vertising it largely, the latter not so much as the former. 
Messrs. Hutchinson announce “ The Origin and Nature 
of Man,” by Dr. S. B. G. McKinney, and Messrs. 
Bell; “One Thousand Years of Church History,” by 
Rev. L. O. Asplen. Messrs. Hodder & Stoughton’s 
«« Expositor’s Bible” will be completed by the issue of 
the 49th volume, called “The Book of the Twelve 
Prophets.” 

History and Biography furnish a fair number of aver- 
age quality ; but none of the books promises anything 
very exciting: “ Mr. Gregory’s Letter-Box, 1813-30,” 
edited by Lady Gregory (Smith, Elder & Co.);“ Memoir 
of Henry Whitehead,” by Canon Rawnsley (Macmillan); 
“Notes from a Diary, 1873-81,” by Sir Mountstuart 
Grant Duff, 2 vols. (Murray); “Memorials of an 
Eighteenth Century Painter (James Northeote),” by 
Stephen Gwynn (Unwin); “Paul Kruger and his 
Times,” by F. R. Statham (Unwin); “Shelley: a Mono- 
graph,” by Dr. Guido Biagi (Unwin); “Masters of 
Medicine” series (Unwin), “Sir J. Y. Simpson,” 
«William Stokes,” and “Edward Jenner”; “ Build- 
ers of Greater Britain” series (Unwin), “John and 
Sebastian Cabot,” and “Edward Gibbon Wakefield.” 
“The Later Renaissance,” by David Hannay (Black- 
woods). 

The class of books known as Travels includes quite 
a long list of really promising works. In addition to 
the expected accounts of Mr. Landor in Thibet and Mr. 
Fitzgerald on the Andes, which may be postponed un- 
til the autumn, we are promised immediately: “ With 
Peary Near the Pole,” by Eivind Astrup (Pearson); 
“The Yukon Territory,” by W. H. Dall, G. M. Daw- 
son, and J. J. Ogilvie (Downey); “ Wealth and Wild 
Cats: Travels and Adventures in the Gold-Fields of 
Australia and New Zealand,” by Raymond Ratelyffe 
(Downey); ‘ British Columbia for Settlers,” by Frances 
Macnal (Chapman & Hall); “Zanzibar and Pemba: 
Travels in the Coast Lands of British East Africa,” by 
W. W. A. Fitzgerald (Chapman & Hall); “ Egypt in 
the Nineteenth Century,” by Donald A. Cameron 
(Smith, Elder); “Through South Africa,” by H. M. 
Stanley (Low); “ Through the Gold Fields of Alaska,” 
by Harry De Windt (Chatto & Windus); “Through 
the Famine Districts of India,” by F. H. S. Merewether 
(A.D. Innes); “ Ireland —'98 to 98,” by J. O’Connor 
Morris (Innes); “ Through Persia on a Side Saddle,” 
by Ella C. Sykes (Innes); “Through the High Pyre- 
nees,” by Harold Spender and Llewellyn Smith (Innes) ; 
« Five Years in Siam,” by H. Warington Smyth, 2 vols. 
(Murray); “ Through Unknown Tibet,” by Capt. M. S. 
Welby (Unwin); “ The Jew, the Gypsy, and El-Islam,” 
by Capt. Sir Richard Burton (Hutchinson); a new edi- 
tion, with Introduction by Stanley Lane Poole, of Bur- 
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ton’s famous “ Pilgrimage to Meceah and El-Madinab,” 
Bell). 

‘ There are no important Art Books, unless I make 
exceptions of “ The Bases of Design,” by Walter Crane 
(Bell), just published, and a fine work on “Charles the 
First,” by Sir John Skelton, announced by Bussod, Val- 
ladon & Co. The rest are mainly new editions: “Art 
and Life of William Morris,” by Aymer Vallance (Bell) ; 
“Lord Leighton: his Life and Work,” by Ernest Rhys, 
edited by Gleeson White (Bell); “The Pilgrim’s Pro- 
gress,” edited by Rev. H. R. Haweis, and illustrated by 
G. W. Rhead, F. A. Rhead, and Louis Rhead (Pear- 
son); “ English Portraits,” by Will Rothenstein (Grant 
Richards). A fine work on the paintings of the por- 
traits of Christ will be “ Rex Regum,” by Sir Wyke 
Bayliss (Bell); the book is to be most extensively illus- 
trated from the pictures of the best masters. 

Every season brings us its quota of works on Sport, 
and among these may be now mentioned: “ Encyelo- 
pedia of Sport,” Vol. II. (Lawrence & Bullen); “ Isth- 
mian Library ” (Innes): “ Rowing,” by R. C. Lehmann; 
“Figure Skating,” by M.S. Monies Williams; “ The 
World of Golf,” by Garden Smith; “Sailing Boats and 
Small Yachts,” by E. F. Knight; “The Deer of All 
Lands,” by R. Lyddeker; “ History of the Bramham 
Moor Hunt,” by W. S. Dixon; “ Dumb Bells,” by F. Graf 
(Bell); and “ Cycle Touring,” by A. W. Rumney (Bell). 

As is usual with “Spring publications,” by far the 
larger proportion of them belong to fiction. This year, 
the novels promise to be of more than the average num- 
ber, and quite of the average quality. M. Zola’s “ Paris” 
has, of course, been delayed owing to the implication of 
the author with the Dreyfus case; and “ Iota’s” “ Poor 
Max” (Hutchinson), has just been issued and received 
as the best work Mrs. Mannington Caffyn has yet writ- 
ten. It would take one too long to go through each 
item separately, and, indeed, the greater number might 
not be worth the trouble; so that I will simply list them: 
“Lady Jezebel,” by Fergus Hume (Pearson); “The 
Master Key,” by Florence Warden (Pearson); “The 
Virgin of the Sun,” by George Griffith (Pearson); 
“The Rev. Annabel Lee,” by Robert Buchanan (Pear- 
son); “The Keepers of the People,” by Edgar Jepson 
(Pearson). In their “Latter-Day Stories,” Messrs. 
Pearson announce: “ Van Wagner’s Ways,” by W. L. 
Alden, “An Egyptian Coquette,” by Clive Holland, « In 
Male Attire,” by Joseph Hatton, “An Episode in Ar- 
eady,” by Halliwell Sutcliffe, « Trincolox,” by Douglas 
Sladen, “A Russian Vagabond,” by Fred Whishaw, 
“From Veld and Mine,” by George Griffith. Messrs. 
F. V. White & Co. have “ nearly ready”: “ The Peace- 
makers,” by John Strange Winter; “ Scribes and Phar- 
isees,” by W. Le Queurx; “ Little Miss Prim,” by Flor- 
ence Warden; “The House of Mystery,” by Richard 
Marsh; and “Blanche Coningham’s Surrender,” by 
Jean Middiemass. Mr. Grant Richards has three im- 
portant novels: “The Wheel of God,” by George Eg- 
erton; “A True Heart,” by Frederick Breton; and 
“Convict 99,” by Marie Connor and Robert Leighton. 
In addition to these, he is preparing a very beautiful 
édition de luxe of the novels of Jane Austen, to be issued 
in a limited edition, and in style like the “ Edinburgh” 
Stevenson. Messrs. Downey & Co. have, of course, the 
continuing volumes of their “Illustrated Edition” of 
the novels of Charles Lever, and the “ Wormeley ” 
Balzac in 40 volumes. They also announce: “In the 
Promised Land,” by Mary Anderson; « Bruising Peg,” 
by Paul Creswick; “ The Story of an Ocean Tramp,” 





by Capt. C. Clarke. Messrs. Hutchinson & Co. have “ in 
preparation ”: “ Woman and the Shadow,” by Arabella 
Kenealy; “ The Prince’s Diamond,” by E. H. Beaman; 
and “ Wyndham’s Daughter,” by Annie S. Swan. The 
one novel of which Messrs. eo = Co. make a 
special point is, «A Forgotten Sin,” by Dorothea Ger- 
ard. in Sidemenn has already published most of his 
stories; there are left but two important volumes to a 
pear: “ The Scourge Stick,” by Mrs. Campbell-Praed, 
and “The Dreamers of the Ghetto,” by I. Zangwill, 
Smith, Elder & Co. announce: “ Senorita Montenar,” by 
A. P. Crouch; “ The Ambition of Judith,” by Olive Bir- 
rell. Messrs. Innes & Co. have the following on their list: 
« Children of the Mist,” by Eden Phillpotts; « Sunlight 
and Limelight,” by Francis Gribble; “ The Indiscretions 
of Lady Asenath,” by Basil Thomson; “A Woman's 
Privilege,” by Marguerite Bryant; “ The Island of the 
Seven Shadows,” by Roma White; “The St. Cadix 
Case,” by Esther Miller. Mr. T. Fisher Unwin’s “ Cen- 
tury ” edition of Scott’s novels in twenty-five small fools- 
cap volumes is to sweep the market for Scott. 

Among the Miscellaneous classifications I note: « Es- 
says,” by Leslie Stephen, 2 vols. (Duckworth); “ Side 
Lights on Siberia,” by J. Y. Simpson (Blackwoods); 
“Songs of England,” by Alfred Austin —— 
Swift’s Prose Works (10 vols.), Vols. III. and IV., 
edited by Temple Scott (Bell); Bishop Berkeley’s 
Works (3 vols.), Vols. II. and III, edited by George 
Sampson (Bell); Collier’s “ Annals of the Stage” (2 
vols.) (Bell); “ Quatrains of Omar Khayyam,” trans- 
lated by John Payne (Villon Society) ; “ Our Foods and 
Drinks,” by Dr. Andrew Wilson ( Pearson); “The 
Great French Triumvirate,” translations from Moliére, 
Racine, and Corneille, by Thomas Constable (Downey) ; 
“Mad Humanity,” by S. Forbes Winslow (Pearson); 
“The London Lover’s Enchiridion,” edited by Wilfrid 
Whitten (Grant Richards) ; « The Construction of Ma- 
rine Boilers,” by L. S. Robertson and Sir W. White 
(Murray); “Railway Construction,” by W. H. Mills 
(Longmans); Brunétiere’s “ Essays in French Litera- 
ture,” translated by D. Nichol Smith (Unwin); “ Karl 
Marx and the Close of his System,” by E. V. Béhm- 
Bawerk, translated by Alice M. Macdonald —e 

As I am finishing this letter, Messrs. Methuen’s list 
comes to hand; and from it I find that they are to pub- 
lish the following works on Africa: “Three Years in 
Savage Africa,” by Lionel Decle; “ Campaigning on the 
Upper Nile and Niger,” by Lieut. Seymour Vandelear; 
« Niger Sources,” by Colonel] Trotter; « With the Mash- 
onaland Field Force, 1896,” by Lieut.-Col. Alderson. 
Mr. John Murray also announces five new volumes of 
his “ University Extension Manuals”; these are: “ In- 
troduction to Physical Science,” by Prof. John Cox; 
“The English Poets from Blake to Tennyson,” by Rev. 
Stopford Brooke; “ History of Astronomy,” by Arthur 
Berry ; “ History of Education,” by Principal Donaldson; 
and “ Introduction to Philosophy,” by Prof. W. Knight. 

Sir Walter Besant’s “The Changeling” will not be 
issued until the autumn; the story has first to run a 
serial course in “ Chapman’s Magazine.” Serial publi- 
eation will defer the book issues of the stories by 
H. Seton Merriman, Stanley Weyman, A. Conan Doyle, 
S. R. Crockett, and one or two others, which have 
already been announced. I learn that Mr. Harold Fred- 
erie has just finished what he considers a very powerful 
novel. Its title has not yet been fixed; but, in any case, 
it will not appear before the autumn. 

Tempe Scott. 
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AN EXPONENT OF PRE-RAPHAELISM.* 


It is many years since Miss Francesca Alex- 
ander first became known in the art world as 
a person of pen-and-ink importance. So far 
back as 1855, Mr. Motley admired her draw- 
ings with some extravagance of statement ; and 
much later, when Mr. Ruskin chanced to meet 
her in Florence and saw her work, he made 
haste to place her among the immortals with 
Holman Hunt and others of the Pre-Raphaelite 
faith. The immediate cause of Mr. Ruskin’s 
admiration was a portfolio of 109 drawings in 
pen-and-ink, illustrating and decorating the 
songs of the Tuscan peasantry. He took these 
drawings with him to England, talked about 
them in his Oxford lectures, presented a num- 
ber of them to the university, to St. George’s 
Museum, and to other schools where he lec- 
tured. Twenty or more of the plates were 
photographed at the time, and, with Miss Alex- 
ander’s translations and Mr. Ruskin’s editorial 
comments, they made up the book of 1884 
called “* Roadside Songs of Tuscany.” Since 
then, photographic processes have been so much 
improved that it has been possible to reproduce 
all of the original plates line for line. This has 
been recently done in photogravure, by Messrs. 
Houghton, Mifflin & Co., and the result is the 
complete and very handsome quarto of 1897 
called * Tuscan Songs.” 


For the songs themselves, and their transla- | 


tion by Miss Alexander, there is little now to 
be said except in praise. The poetry of them 
— their lyric element — is not great ; but they 
are the records of faith, hope, and sentiment 
among the Tuscan peasantry, and Miss Alex- 
ander has brought them together believing that 


the best of them should be preserved. The ex- | 


amples given are but the siftings from many 
hundreds of songs heard and remembered in 
Tuscany, where Miss Alexander has spent the 
greater part of her life. 
taught her by Beatrice Bernardi of Pian degli 
Ontani —a local improvisatrice — and others 
came to her at odd times and in strange ways. 
The music to them was written by Signora Ses- 
tilia Poggiali; and Miss Alexander, after the 


task of translation, put her pen at work beautify- | 
ing the pages with initials, borders, and full-page | 


*Tuscan Sones. Collected, translated, and illustrated by 
Francesca Alexander. 
from the original designs. Boston : Houghton, Mifflin & Co. 
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Some of them were | 


One hundred and nine photogravures | 
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| possesses lies in the illustrations ; and it is with 
them that popular interest will be chiefly con- 
cerned. 

One may as well acknowledge at the start 
that Miss Alexander has done her work with 
sincerity, and that she has spared neither time 
nor labor to make it beautiful. The spirit she 
brought to it was conscientious and sympathetic. 
Indeed, Mr. Ruskin thought her peculiar art 
gift was sympathy—* the gift of truest expres- 
sion of feelings serene in their rightness.” The 
frontispiece drawing to the “ Story of Ida,” one 
of Miss Alexander’s earlier books, shows infi- 
nite tenderness and feeling, and it is not to be 
wondered at that one of Mr. Ruskin’s faith 
_ should be allured by the spirit of the worker. 
Still, he was not wholly blinded. He admitted 
that Miss Alexander had faults, but thought 
them more than atoned for by the virtue of sin- 
cerity. And that is quite true; but Mr. Rus- 
kin was hardly the right one to say it. For the 
faults of Miss Alexander’s drawing were of his 
planting. It was his writing and teaching that 
led her into error. He says— evidently intend- 
ing it in commendation — that her work is “ dis- 
tinguished by the faculty and habit of realiza- 
tion which belongs to all Pre-Raphaelism.” 
Yes ; and what a pity! That is the error of it 
— the error of Pre-Raphaelism, and Mr. Rus- 
kin, and Miss Alexander. And it all came about 
from a misconception of the early Italian paint- 
ers — the painters before Raphael. It was dis- 
covered (let us say, for the sake of argument, 
by Mr. Ruskin) that these painters had a won- 
| derful charm of sincerity and honesty in their 
| paintings, that they convinced one by their 
| truth, their frankness, their earnestness of 
| 


statement. It was also discovered that they 

did everything, from high to low, with an ex- 
_ acting detail, making much of flowers and 
| grasses, and dwelling long upon such things as 
| patterns, brocades, and jewels. Immediately 
| the conclusion was jumped at that the fine 
| spirit of a Botticelli or a Carpaccio was the re- 
| sult of a “loving care” in the handling of de- 
| tail. Then it was further concluded that the 
| spirit could be regained by the moderns if they 
| would but take up the detail with the same “ lov- 
| ing care.” The result was Pre-Raphaelism in 
| England, with Holman Hunt, Millais, and Ros- 
| setti as disciples, Mr. Ruskin as prophet, and, 
far on the outsid- of the circle, such people as 
Miss Alexander taking an impulse from the 
movement. 


| The early Italians, it may be said, painted 
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in detail, not necessarily because they loved 
detail as such, but because they could not by 
any chance paint in any other way. It is char- 
acteristic of youth that it sees things in the 
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and the head of the Rich Man are minutely 


part before it grasps or comprehends them as | 


a whole. Every beginner paints the leaves 
upon the tree before he understands the mean- 


ing or significance of the forest. In other | 
words, the power of generalization is not given | 
to either the youthful painter or the youth- | 
ful race. The fifteenth century Italians painted | 
that in Plate 33 she has given figures and a 


in a small way because they were immature. 
When the race and the art reached an apo- 
gee with Titian at Venice, the manner of see- 
ing and painting was wholly changed. Nature 


was summarized and synthesized; the great | 
truths were given, and the small details were | 


subordinated. 

But Mr. Ruskin has never recognized the 
immaturity of the detail view, and he has more 
than once scolded himself red in the face over 


the studio doctrine of subordination. As for | 


his disciples, most of the Pre-Raphaelites aban- 
doned the brotherhood and its small realism at 
an early day; and from those, like Holman 
Hunt, who have clung to the faith, there has 
resulted only incomplete work. This was to be 


expected. For all art movements that try to | 


turn the world backward by reproducing past 
art usually seize upon the shortcomings and 


mannerisms of the imitated. Pre-Raphaelism | 


was no exception. It persistently grasped at 
the detail and consistently lost the ensemble. 
This is Miss Alexander’s crying fault, and yet, 
paradoxical as it may sound, it is her technical 
virtue. Detail is not objectionable in such 
things as a branch, a flower, a vine ; and Miss 


in the half-title to her book how really beautiful 


done, but the head does not fit the body, and 
the figures do not fit the courtyard where they 
are supposed to be standing. Of course Miss 
Alexander, like her master, scorns all the studio 
teachings of subordination, of values, of the 
relations of light and dark. She is seeking 
truth, not studio devices ; but does she attain 
it? Yes; she gains the small truths of leaf and 
wrinkle and eyelash, but she loses the great 
truth of unity. One might go on, and suggest 


room, but not a room with figures; that Plate 42 
shows figures and a landscape, but not a land- 
scape with figures. In almost all of the larger 
compositions the insubordinate prominence of 
the petty features hurts the unity of the mass. 
Notice the wall under the window in Plate 61, 
— how it comes forward out of the picture ; and 
in Plate 88, how the whole room falls to pieces 
to give place to the figures. There is an imp 
of compensation that follows minute realization. 
You may gain the surface but lose the sub- 
stance, gain a figure but lose the room, gain a 
bush but lose the landscape. 

And yet, when one has had his fling at Pre- 
Raphaelism he may be very far from thinking 
the work of its exponents wholly worthless. 
One may find fault with Miss Alexander's 
drawing for its want of knowledge or its abund- 
ance of bias, and yet see much to be admired 
in her book of illustrations. Certainly its best 
quality is the spirit with which it is imbued ; 
but, aside from that, there are many small 
decorative features of much beauty. The 


_ flowers, stems, and vines woven between the 
_ lettered text are excellent in every way, and 
Alexander shows us by the spray of blossoms | 


it may be when set apart by itself. But a car- | 


rying out of this detail in a tree would result 


in something of metal-like rigidity having no | 


possible relation to the earth, air, or sky. And 
Pre-Raphaelism insisted upon carrying out the 
principle of detail in every kind of composition. 


representing the Child lying upon a heap of | 


remind one of the fine illustrations by Mr. 
Ruskin made so many years ago for “ Modern 
Painters.” In themselves these are quite sufti- 
cient to carry the book and give it more than 
a passing interest. The frontispiece, showing 


| a single portrait figure, is also exceptionally 


vital; and there are a number of large illus- 


_ trations, such as Plates 59, 91, and 101, of 
Miss Alexander shows it to us in Plate 84, | 


hay. The hay is drawn line upon line with | 


minute precision, and as a result it has no elas- 
ticity about it. It is, in fact, as hard as wire. 
In Plate 29, showing the Madonna and the 
Rich Man, there is no end of detail lavished 
upon the pots and the plants at the right ; but 
the relation between the foreground, middle 


distance, and background, is lost. The hair | 


| 
| 
| 
| 
| 
| 


unusual charm. One may differ with the prin- 
ciple upon which the work is done without ques- 
tioning either the spirit or the ability of the 
worker. Pre-Raphaelism was both a success 
and a failure. It started on a wrong principle, 
but worked out its own salvation by dint of 
native ability and industry. The same thing 
might be said of both Mr. Ruskin and his pro- 
tégée, Miss Alexander. 
Joun C. Van Dyke. 





THE 


DIAL 179 





A FRENCH CRITIC’sS STUDY OF WorpDs- 
WORTH.* 

In his preface to “ The Excursion,” Words- 
worth alludes to a previous, though unpub- 
lished, poem of his own as “ biographical, and 
conducting the history of the author’s mind to 
the point when he was emboldened to hope that 
his faculties were sufficiently matured for enter- 
ing upon the arduous labor which he had pro- 
posed to himself” (in writing «The Recluse,” 
of which * The Excursion ” was to stand as the 
second portion). Hesitating to lay before the 
public anything which dwelt at such length 
with his own experience, until such time as his 
apparent self-glorification should have been 
justified by the completion of «The Recluse,” 
the poem alluded to — “The Prelude” — 
although written in its author’s prime, was 
not published until after his death, fifty years 
later. 

In general, critics have assumed the reader’s 
knowledge of this unique autobiographical 
poem. A Frenchman, Monsieur Emile Lego- 
uis, believing that its import has not been suffi- 
ciently recognized by Wordsworth’s own coun- 
trymen, finds in the poem the material for a 
more intelligent understanding of Words- 
worth’s character and inner life than has before 
been made. He undertakes to give as com- 
plete an account of it as direct quotation, sup- 
plemented by analysis, can convey ; to explain 
or amplify it by means of all the obtainable evi- 
dence in the shape of Wordsworth’s other 
poems, together with his own and his friends’ 
correspondence ; to determine the allusions, and 
to assign to each particular fact its full impor- 
tance by giving a suitable account of its relations 
to history. A few chapters in conclusion are 
given to an analysis of the work of Words- 
worth’s maturity ; but in the main the work is, as 
its title indicates, devoted to “ The Early Life of 
William Wordsworth,” ending with his twenty- 
eighth year, — the period covered by “The 
Prelude.” It is a highly interesting study, is 


ably translated by Mr. J. W. Matthews, and | 


makes a volume of nearly five hundred octavo 
pages. 

Searcely any English poet has been the sub- 
ject of so frequent or so voluminous criticism 
as William Wordsworth. Beginning with 
DeQuincey, most of these have agreed in assign- 
ing Wordsworth’s optimistic habit of mind to 

* Tae Eancy Lire or Wittiam Worpsworts, 1770-1798. 
A Study of ** The Prelude.” By Emile Legouis, New York: 
Charles Scribner’s Sons. 





his exceptionally favored lot in life. M. Le- 
gouis, however, reminds us that Wordsworth’s 
lot was not in itself propitious, but the reverse ; 
and reveals to us that his happiness and optim- 
ism were due to the conscious action of the will, 
and to deliberate choice, — that, indeed, he 
affords a most conclusive example of the power 
of the will over the formation of ideas and the 
ordering of existence. Having resolved to be 
happy, and having arrived at a clear perception 
of the necessary means, Wordsworth held with 
invincible tenacity to that line of life and 
thought which in his opinion must lead to hap- 
piness. In order to attain this end, he employed 
all his individual gifts, his rare powers of mind, 
his genius even, and his insight into nature ; 
and to this extent there is an incommunicable 
element in his method. But it is the effort, the 
unflinching resistance to despondency, that con- 
stitutes the great moral lesson of his life; a 
lesson which, in spite of differences in individ- 
ual capacity, is of general applicability. From 
a literary point of view, also, the work is in- 
structive as explaining Wordsworth’s isolated 
position amidst a murmuring and rebellious 
generation. Reviewing the well-known facts of 
W ordsworth’s life, our critic finds them melan- 
choly rather than enviable. 

«“ Can a man be reckoned a favorite of fortune when 
he has lost his mother during his eighth year, and his 
father at sixteen; when he has been arbitrarily deprived 
of his inheritance, has had to endure a humiliating exist- 
ence under the roof of stern and narrow-minded grand- 
parents, and for years has been coldly treated by his 
relations on account of his indolence, his obstinacy, and 
his refusal to embark upon any of the safe careers sug- 
gested to him; when he is kept apart from the sister he 
loves beyond everything else, apparently from fear that 
she may become contaminated by his disobedience and 
his subversive opinions; when he entrusts all his dreams 
of happiness to the French Revolution, only to see them 
borne under in the tempest, and loses not only his respect 
and love for his native country, but all hope of progress 
as well; when, meanwhile, his existence is so straitened, 
so penurious even, and so utterly without promise for the 
morrow, that he is compelled to pospone indefinitely his 
union with his sister’s friend, that maiden, chosen long 
ago, and now beloved, whom he knows not whether he 
can ever make his wife?” 

The real theme of “« The Prelude,” according 
to M. Legouis, is the wonderful way in which 
the man contrived to profit by circumstances in 
themselves either indifferent, or favorable and 
unfavorable by turns, so as to attain to a joyous 
harmony of all his faculties. It is less a nar- 
rative than a study of origins ; less the history 
of a man than a philosophy of a mind. Far 
from being egoistic, it is broadly human ; the 
poet chooses himself for hero simply because he 














there is no other from which he could derive so | 


many fresh and indubitable truths. 

Moreover, Wordsworth’s biography becomes 
almost an inward history of his generation. To 
learn how, in his case, manhood was developed 
out of early youth, is to learn how the nine- 
teenth century was born from the eighteenth, 
so different, yet with so manifest a family 
likeness. 

The moral crisis of Wordsworth’s life came, 
as it did for so many of his contemporaries, in 
connection with the progress of the French 
Revolution. The visions of approaching uni- 
versal happiness which flashed before men’s 
eyes in 1789 were speedily converted into dis- 
cord. Elements which it had seemed possi- 
ble to reconcile were discovered to be radically 
opposed: humanitarian faith was superseded 
by pessimism. The tranquility of his old age 
came out of such storm and stress; the stages 
of recovery from the blight of the years between 
1792 and 1795 were slow but sure. The prin- 
cipal remedial agents were, first, the combina- 
tion of circumstances which restored him to a 
country home and to an atmosphere of nature 
where alone he could breathe freely ; and, sec- 
ond, the companionship of his sister Dorothy, 
the being he loved best in the world. With 
such protection and support, gradually he 
recovered what he had lost — a moral equilib- 
rium as perfect as any poet has ever enjoyed. 

Dorothy Wordsworth was something more 
than a companion whose affection is merely 
soothing. She had a measure of genius pecu- 
liar to herself, at once active and alluring. She 
was not content with a mere passive admiration 
of her brother. With all her faith in him, the 
greatness which her wishes as well as her fancy 
anticipated for him was of a particular kind. 
Very early she decided in her own heart that 
he would be a poet, and made up her mind also 
as to the sort of a poet he would be. Indeed, 
it is vain to attempt to distinguish the share 
each had in their mutual observations of na- 
ture. On every page of Dorothy’s journals are 
touches of description which give rise to some 
of Wordsworth’s best lines. To the maiden 
who saw with, and sometimes for, the poet, yet 


can fathom no other soul so deeply, because | 
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left to him the glory of immortalizing the | 
image which she had discovered as soon as or | 
earlier than he, a large share of admiration | 


must be accorded. 


Besides Dorothy, the onl b , - 
ah SB ~ypeag het whom | the date in question, to contain a symposium of critical 


Wordsworth admitted himself to have been | 
deeply influenced was Coleridge. The intimacy 
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which began between these two men while both 
were in their early twenties was as opportune 
as it was beneficial. It was Coleridge who 
provided, or rather assisted, W ordsworth to find 
the only thing still needful to make him the 
poet he finally became, namely, a philosophy. 
Soon the two young men felt that each was 
necessary to the other, and they established 
residences within easy walking distance, for the 
sake of daily intercourse. The story from this 
on is more familiar, yet some fresh insight is to 
be gathered even here. Coleridge, in his Pio. 
graphia Literaria, has already made us famil- 
iar with the principal incidents which led 
to their attempts and failures at collaboration. 
M. Legouis shows that notwithstanding their 
utter inability to work with each other, each 
worked best for the other, or rather each felt the 
spur and stimulus of the other’s mind with such 
force that the effect was of the happiest on both 
natures. Wordsworth’s realism asserted itself 
through being brought into conflict with Cole- 
ridge’s preference for the fantastic. The impos- 
sibility of keeping step with Coleridge, and the 
discomfort of feeling his natural progress 
thwarted, were to Wordsworth a decisive and 
imperious revelation of the inevitable tendency 
of his own poetic genius. Henceforth his pecu- 
liar province should be the common. Wherever 
selection was possible, he held it his duty to 
borrow nothing from those elements of the 
world which are marvellous and unusual. But 
when he has thus thrown to the winds all the 
customary auxiliary resources of poetry, what 
was left to prove his claim to the title of poet? 
There remained a powerful imagination directed 
upon common objects and upon the simple in- 
cidents of life. His imagination sees accu- 
rately, but because its vision is powerful it sees 
what has never been seen, or sees better and 
more clearly the objects which are displayed 
before the gaze of all men. It is indeed an 
illumination from the soul,— 


“the gleam, 
The light that never was on sea or land, 
The consecration, and the Poet’s dream.” 


Anna B. McManan. 


THE seventieth birthday of Dr. Henrik Ibsen comes 
on the twentieth of this month. As his sixtieth birth- 
day was celebrated by the publication of Jaeger’s biog- 
raphy, so the approaching anniversary is to be marked 
by various commemorative writings, as well as by series- 
performances cf his plays. “ Politiken,” a leading news- 


| paper of Copenhagen, is preparing a special issue for 


| opinion from many well-known writers of Europe and 


| America. 
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MARRIAGE CUSTOMS IN MANY LANDs.* 


The care which many of us use when some fav- 
ored friends of ours become engaged to marry, 
in offering our best wishes to the woman and 
in congratulating the man, is interesting. But 
it is something more. It is significant of the 
time when the woman was not won as she is 
to-day, but was the booty of a successful foray 
or the gift of the father and owner. 

This custom of our day is good enough, and 
we would not change it; but if we think of it 
a moment we shall see that we congratulate the 
man because he is supposed to have been 
striving for a prize which he has at last won, 
and our best wishes to the woman mean sim- 
ply that we hope she may be happy. One who 
leans a little toward cynicism is sometimes 
inclined to reverse this social formula, on the 
ground that the woman is really the more for- 
tunate of the two, and that it is the man for 
whose happiness we should be hoping. 

Whatever be the facts so far as present con- 
ditions are concerned, there was once a time 
to which this courtesy of ours points when 
there would have been in it a genuine literal- 
ness which it lacks to-day. When a young 
man, having decided that he must have a wife, 
gathered a few of his friends about him, set 
out for some neighboring tribe, seized and 
brought home the most attractive woman whom 
he could find, he might well be congratulated. 
He had won a prize. With quite as genuine 
a feeling could one offer the maiden his best 
wishes that she might be happy if it could so be. 

This rude method of securing a wife was 
somewhat improved when a man came to apply 
to the parents or to the father of a girl whom 
he wanted. The proprietorship of the father 
was recognized, so it was his consent that 
needed to be gained rather than that of the girl 
herself. But as truly again had the prize been 
won, and with a deeper feeling of sympathy 
than before might one hope for the happiness 
of her who had been literally given away. We 
need not look far back of us in time, nor to 
very distant parts of the world, to see this cus- 
tom still alive. We, it may be, have wandered 
farther from these old-time ideas than have 
many peoples, retaining ourselves traces of 
them only — traces which have become almost 
mere forms. 

If we were able to know the marriage cus- 


*Marriace Customs IN Maxey Lanvs. By the Rev. 
N. Hutchinson, B.A., F.G.S. New York: D. Appleton 
Co, 








toms in all lands, we should find everywhere 
old practices still surviving, or at least exist- 
ing in rudimentary forms, but all pointing 
back to a time when the beliefs of the people 
made necessary these practices either to ward 
off evil spirits or to secure good fortune and 
abundance to the young man and his bride. In 
Germany still the bride stands close to the 
groom during the service, * that there may be 
no room for the Prince of Darkness to come 
between them.” 

Mr. Hutchinson, the author of “ Marriage 
Customs in Many Lands,” has brought together 
from many sources descriptions of a great va- 
riety of marriage customs. His object is “ not 
to discuss scientific questions connected with 
the origin of marriage and the human family,” 
but “to present to general readers a careful 
account of quaint and interesting customs, 
derived from information scattered through 
innumerable volumes.” The value and interest 
of the book certainly would be much increased 
if we could learn from it not merely what vari- 
ous marriage customs people have, but why 
they have them. It is perhaps too much to 
expect in a single volume, and we can hardly 
complain since it was not the author’s purpose 
to explain but only to relate. 

Attention is mainly given to those countries 
with which we are least familiar and where old 
and curious customs remain most tenaciously. 
Southern Germany, Bohemia, and Tyrol are 
full of survivals of o)d-time customs, the mean- 
ing of many of which is forgotten; while 
China is illustrative of a people among whom 
an elaborate ceremonial in connection with mar- 
riage retains in large part its original signifi- 
cance. The barbarous peoples of Africa, of 
America, and of the Islands of the South Pa- 
cific, furnish curious customs similar in many 
cases to those of more advanced people. 

If in reading Mr. Hutchinson’s book one is 
able to bear in mind the customs found in dif- 
ferent countries, he is struck with the frequent 
recurrence of certain practices. We are not 
ourselves very familiar with marriages or be- 
trothals arranged by parents or friends, but we 
notice among peoples as widely separated as are 
Chinese, Turks, Basutos of Africa, Samoans, 
Scandinavians, and Magyars, the go-between 
is an important person. With some the duties 
of the matchmakers are merely formal; with 
others, they really bring about the marriage. 
But even when the duty is a formal one it is 
without doubt a relic of the time when the 
father owned the daughter and disposed of her 
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on the best terms possible. Look where we 
may, the world over, we find these traces of 


former customs. Our own custom of giving | 


away the bride is a direct descendant of the 
practice of the father or other male rela- 
tive giving away the women of the family as 
wives. 

It is well worth while to read a book in 
which one finds so many old customs described. 


And when we are amused by the curious, and, . 


as they seem to us, foolish beliefs of many 
peoples, we shall do well to bear in mind that 
we ourselves have not as yet outgrown the age 
of superstition. Many of our prettiest customs 
are but survivals from a superstitious past, de- 
serving, however, to be retained for their pic- 
turesqueness. Yet there is no doubt that to 
many they are of real importance, though not 
understood. 

We may hope that in marriage, as in other 
matters, we may in time outlive our belief in 
signs and wonders, that we may feel a marriage 
is complete if no rice is scattered about, even 
though for picturesque effect we continue to 
throw the rice and the old shoe. 

A word may be added with regard to the 
general appearance of the book. It is very 
attractive ; the illustrations reproduced from 


photographs and paintings are unusually good. 
Merton L. MILLER. 


WORLDS NOT REALIZED.* 


Until the publication of “Le Trésor des 
Humbles,” M. Maeterlinck was known to the 
reading public as a philosophic man of letters. 
Every serious author is more or less _philo- 
sophic : he has something to say of the general 
principles of life; he can hardly avoid having 
some kind of philosophy, although he may 
make no effort to state it systematically or even 
directly. M. Maeterlinck has now, however, 
become a literary philosopher ; and in his latest 
book he sketches for us the outlines of his theory 
of the universe. It is not remarkable that M. 
Maeterlinck should have a philosophy : the re- 
markable thing is that he should try to express 
it, for it had been previously understood that 
the main characteristics of the deep truths 
which his work has heretofore embodied were 
such that nobody could give them utterance. 

* Tue Treasure oF tHE Humpre. By Maurice Maeter- 


linck. Translated by Alfred Sutro, with an Introduction by 
A. B. Walkley. New York: Dodd, Mead & Co. 





the present formuiation. 

In “The Treasure of the Humble,” then, 
we have M. Maeterlinck as a philosopher ; not 
a very systematic philosopher, it is true, not 
academic, arid, accurate, but still a philosopher 
for all that. There will be many who have been 
interested in his plays who will like to turn to 
them again with these more definite statements 
in mind, and see how far they can discern, in 
what was enigmatic, the forms more or less 
vague which area little more plainly drawn in 
this book. Such readers will turn at once to 
the essay on “ The Tragical in Daily Life,” 
where they will certainly find some things of a 
good deal of interest concerning the manner 
and the matter of “« The Princess Maleine ” and 
the other remarkable dramas. We prefer, how- 
ever, to consider the book by itself for the mo- 
ment, or, rather, for itself. It offers us coun- 
sel on life and not on literature, and we prefer 
to take it as it offers itself. M. Maeterlinck 
is a philosopher of a known school, and his work 
has a place in a known tendency of our time. 
Let us see, if we can, what he adds to what has 
been already common property. 

When we speak of M. Maeterlinck as a phil- 
osopher of “a known school’ we mean that he 
is a mystic. That is a very vague name, and 
comprehends people as far apart as Plotinus 
and George Fox. Mystics are really not much 
farther known than as they are known to be 
mystics. Still the word gives us, in a way, 
some idea of a standpoint: it means, for in- 
stance, that one proceeds by intuition rather 
than by the reasoning powers. As a nineteenth 
century mystic, M. Maeterlinck will be con- 
nected in our minds with a movement of some 
interest in contemporary France. He is not a 
Neo-Christian, as the term is or was, but in so 
far as his thinking comes from Carlyle and 
Emerson he partakes of the thought that has 
influenced the Neo-Christians. Being a Bel- 
gian, however, it is not remarkable that there 
should also reappear in him the German strain, 
somewhat diversely apparent in Eckhard, 
Boehme, and Novalis. 

All this is a very tame way of dealing with 
a great genius, of course ; but, tame or not, we 
see no other way so simple or so efficacious of 
giving the general idea of M. Maeterlinck’s 
philosophy. Set him down as a mystic, and 
you know something of him. He deals with 
the secret of Life; he deals with matters not 
apprehended by the ordinary senses or the 


| intellect ; he endeavors to see through the hith- 
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erto barrier of ordinarily-accepted human pow- 
ers. He is looking along “ the wall of life in 
search of the crevices through which God (and, 
let us add, Man) may be seen.” 

It is possibly foolish to attempt to give any 
account of the ideas of one who begins his work 


idle to think that, by means of words, any real | 


communication can ever pass from one man to 
another.” Certainly it is not an encouraging 
beginning ; we cannot understand M. Maeter- 
linck without refuting him, for this point is 
cardinal. But the reader must pass over the 
dilemma; without accepting the paradox he 
cannot even begin. Indeed, he will perhaps 
remember that the great moments of life are 
silent moments. Here M. Maeterlinck, very 
scientifically and unmystically, makes his start. 
Mystic though he be, he begins with a defi- 
nite fact which anyone may verify. There 
are certain moments in the life of everyone 
which are different from all other moments, in 
which life stands still and is eternal, while or- 
dinary existence runs through sixty, seventy, 
or six hundred seconds of time. Such moments 
people experience in different ways: some in 
love, some in sport, some in religion, some in 
work ; but all have them. People explain them 
in different ways, or else they do not explain 
them at all, or perhaps they do not even wholly 
appreciate that they have them. Such moments 
have conventionalized themselves in literature 
as the period of * thonghts too deep for words.” 
For these moments are certainly moments of 
silence ; but it is in them, proceeds M. Maeter- 
linck, in them only that we know. In such 
moments we are conscious of our brethren ; * 
then there is an instinct of truth in us; then 
existence lies bare. When do we know such 
moments? * At a home-coming, on the eve of 
a departure, in the midst of a great joy, at the 
pillow of a death-bed, on the approach of a dire 
misfortune,” although it may be at no such 
crisis; it may be at any time. 

Now, of such moments some people have more 
and some less ; some seem to have a great many. 
Three or four years ago, writing of Mr. Sharp 
and M. Maeterlinck, we spoke of their subjects 
as being “ indefinite hopes and fears, imagin- 
ings of spiritual accompaniment, premonitions 
almost occult, faint ripplings of emotion, the 
little wavelets that skim over the waves of pas- 
sion.” But in saying so much and no more, we 
failed to penetrate entirely the idea of M. Mae- 


* Here, as often in what follows, I use s phrase ora word 
of M. Maeterlinck’s without quotation marks. 
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_ terlinek, if not of Mr. Sharp.* For now it is 
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_ clear that it is as the awakening of the soul 


that M. Maeterlinck regards these questions 
“of a presentiment, of the strange impression 
produced by a chance meeting or a look, . . . 


_ of the secret laws of sympathy and antipathy, 
by declaring (entirely in earnest) that “It is | 





of elective and instinctive affinities, of the over- 
whelming influence of the thing that had not 
been spoken.” In these silent moments of life, 
our souls may know each other ; and for many 
reasons M. Maeterlinck believes that our souls 
know each other more now in our daily life than 
in other ages. There have been such periods 
in history before,— Egypt, India, the centuries 
of Medieval Mysticism ; there have also been 
periods in which souls were shut away from 
each other. Such was the case in the eigh- 
teenth century; but now these great silent mo- 
ments are moments of more interest. 

On this theory is the book based. In certain 
great silent moments of life do we know the 
souls about us, do we become aware of fate, do 
we realize God. The essays are hardly consecu- 
tive ; they depend on the first and the second, 
and have a certain connection with each other, 
but they do not make an interdependent system. 
M. Maeterlinck has noted a change in our ideas 
of morality. There are moments when we feel, 
more deeply than did our fathers, that we are 
not in the presence of ourselves alone, and in 
such moments our conscience judges without 
much influence from “ conventional ” morality. 
In such moments do “ the gods from whom we 
spring” manifest themselves in an invisible 
goodness which, more than anything else, brings 
our soul into contact with other souls. The 
true working of life, the true fate, does not lie 
open ; it is hidden from most of us. Some per- 
ceive it more than others, — most of all, those 
few whom the gods love and have destined to 
early death : more than men, women, who have 
preserved the sense of the mystic in the earth 
to this day. 

Such is the merest hint at M. Maeterlinck’s 
theory of Life : it can be seen to be a very inter- 
esting one. We have not here a mysticism like 
that of Eckhard, who strove to express the 
relation of God with any individual soul; or 
even like that of Ruysbroeck, who sought to 
indicate a way by which the soul could return 
to the divine from which it had sprung. We 
have here a very practical matter, not handled 


*Somewhat more happy, perhaps, were we in speaking of 
M. Maeterlinck as one of the “‘antenne.”’ He uses the same 
figure himself in speaking of Novalis, ** un de ces tres extra- 
ordinaires qui sont les antennes de |’Ame humaine.” 
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in a very practical way to be sure, but still a 
matter not for saints alone but for anyone and 
for all. Everybody can recognize the moments 
when he becomes conscious of the true life, and 
everybody can increase his power of appreciat- 
ing such moments. ‘This much at least is 
abundantly proved to us, that in the work-a- 
day lives of the very humblest of men, spiritual 
phenomena manifest themselves, mysterious 
direct workings, that bring soul nearer to soul,” 
It is this possibility of true life that M. Mae- 
terlinck thinks of as “ The Treasure,” and it is 
more common in such lives as lack the ordi- 
nary circumstance of this world, namely ** The 
Humble.” 

We have spent so much time in trying to 
express M. Maeterlinck’s views that we have no 
room left for criticism. But criticism of such a 
theory of life is hardly a matter for a period- 
ical devoted to current literature. It will come 
in time, and in a different way. It is a pity, 
however, that we cannot indicate the esthetic 
bearing of M. Maeterlinck’s philosophy: that 
we cannot point out the way in which this theory 
of “the moment” is developed in application 
to the drama, and indicate some further appli- 
cations. But such matters must be passed by. 

The English version of this book is a good 
one. Despite some small inaccuracies and 
inelegancies, it is rather remarkable in convey- 
ing the meaning and the character of the orig- 
inal. We rather regret the omission of the 
essays on Emerson, Ruysbroeck, and Novalis. 
They do not really belong to the others 
(although they are included in the French edi- 
tion), but they are very useful in an effort to 
understand our author. Mr. Walkley’s Intro- 
duction seems to us good: not by any means 
the last word of comment, but still such as to 
give the reader who turns to it after he has 
read the book a good deal of help in accom- 
modating new ideas to old ones. 

It is a curious book, written in a charming 
style, and persuasive. One feels somehow as 
though M. Maeterlinck had almost a right to 
answer anyone who cannot see anything in it 
with the repartee of Turner,— namely, Don’t 
you wish you could ? 

Epwarp E. Hate, Jr. 


¥ Tue popular “Story of the Nations” series, published 
by Messrs. G. P. Putnam’s Sons, now numbers fifty 
volumes already published, besides several others in 
preparation. A new cloth cover has been designed for 
the series, which gives it a more dignified appearance 
upon the library shelves. 
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SOME RECENT FOREIGN FICTION.* 


Foreign fiction is represented in the recent pro- 
duct by a number of books, among which six at 
least must have a few words of praise or dispraise, 
as the case may be. Nothing but praise, surely, is 
the desert of the stout volume which contains a half 
score of tales and sketches by Mr. Sienkiewicz, 
translated, like the author’s other books, by the 
increasingly skilful hand of Mr. Curtin. The au- 
thor of the great Polish trilogy has now obtained 
such a vogue that whatever may bear his name is 
sure of an audience, and we are no longer called 
upon to do the missionary work that it gave us so 
much pleasure to do a few years ago. Two small 
volumes of short pieces by this writer have for some 
time been familiar to English readers, and seemed 
to give slight earnest of his tremendous powers when 
working with sufficient elbow-room. Taken by them- 
selves, those two volumes gave indications of little 
more than a graceful talent. The new volume, en- 
titled “ Hania” from its longest story, is of a dif- 
ferent quality. and seems to us quite worthy of the 
genius which we know the author to possess. It is, 
to be sure, very uneven, and several of the sketches 
attain nothing more than mediocrity, but the others 
touch a very high watermark indeed, and exhibit 
much the same combination of raciness, vitality, and 
artistic restraint that makes the minor writings of 
Tourguénieff supreme in their kind. “ Hania,” 
“ Tartar Captivity,” and “Charcoal Sketches ” are 
certainly masterpieces in miniature, and not un- 
worthy of comparison with “ First Love’ and the 
“ Annals of a Sportsman.” Some of the other pieces 
are of comparatively slight value, and two or three of 
them are no more than chalk drawings for the great 
eanvasses by which the author is chiefly known. 

Why Dr. Max Nordau should have thought him- 
self capable of writing a novel, is a dark mystery. 
As an illustration of his own hobby of “ Degenera- 
tion,” such a production as “The Drones Must 
Die” may have a possible warrant for existence, 
but we can conceive of no other. The book has 
neither wit nor penetration nor shrewd observa- 
tion nor strength of any sort. Its movement is 
truly elephantine, and its invention is limited to the 
well-worn story of the poor man who seeks to en- 
rich himself by speculation and finds himself caught 
in the net of the spider. One might imagine an 


*Hania. By Henryk Sienkiewicz. Translated from the 
Polish by Jeremiah Curtin. Boston: Little, Brown, & Co. 

Tae Drones Must Diz. By Max Nordau. Translated 
from the German. New York: G. W. Dillingham Co. 

AnpDRONIKE. The Heroine of the Greek Revolution. By 
Stephanos Theodoros Xenos. Translated from the original 
Greek by Edwin A. Grosvenor, Boston: Roberts Brothers. 

Tue Lion or JANINA ; or, The Last Days of the Janissaries. 
A Turkish novel. By Maurus Jokai. Translated by R. 
Nisbet Bain. New York: Harper & Brothers. 

Panis. By Emile Zola. Translated by Ernest Alfred Vize- 
telly. Two volumes. New York: The Macmillan Co. 

American Nosusry. By Pierre de Coulevain. New 
York : Charles Scribner’s Sons. 
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effective treatment of la haute finance ; Balzac ac- 


complished it, and Zola has the power to do it again, 
but Dr. Nordau is too pitifully equipped for this or 
any other novelistic enterprise to be deserving of 
the slightest attention. 

The ponderous romance entitled “Andronike,” 
which Professor Grosvenor has translated from the 
modern Greek of Mr. Stephanos Theodoros Xenos, 
is a chronicle history of the Greek revolution of 
1821, and covers the happenings of the three event- 
ful years that ended with the sea-fight at Navarino. 
It proves to be more interesting as history than as 
romance, for the author is too minute and pains- 
taking in his endeavor to record the facts to make 
a successful novelist, and the work on the artistic 
side is at once naive and crude. Yet there are thrill- 
ing episodes, described in a spirit of exalted patri- 
otism, which have power to stir the blood and to 
reproduce the emotional tumult that was translated 
by Shelley into the pure poetry of “ Hellas.” Many 
unfamiliar incidents are woven into the web of the 
romance, besides those things long familiar to all 
English readers—the devotion and death of Byron, 
the adventures of Trelawney and Odysseus, the 
heroism of Marco Botsaris, the defense and fall of 
Misolonghi, the sinister careers of Ali and Ibrahim. 
The book is at least good history, and so embodies 
the spirit of modern Hellenic nationalism that we 
can easily understand the high esteem in which it 
is held by the people of whose contemporary liter- 
ature it is said to be * the greatest romance.” 

The picturesque figure of Ali Pasha is one of the 
most interesting in the Greek novelists’ gallery of 
historical portraits, and the desperate villany of his 
career long ago inspired the foremost among Hun- 
garian writers of fiction to weave a romance about 
“the Lion of Janina.” This romance, translated 
into English by Mr. Nisbet Bain, has just been pub- 
lished, and serves once more to illustrate the orien- 
tal imagination and the artistic irresponsibility of its 
prolific author. The story is moulded about a skele- 
ton of historical fact, but has in reality no more hold 
upon life than an Arabian tale. One cannot help 
being attracted by the invention and the glitter of 
such books, but it is not easy to take them as serious 
examples of modern fiction. 

The publication of M. Zola’s “ Paris,”’ complet- 
ing the trilogy of « Les Trois Villes,” is not only an 
event in the literary sense, but derives much adven- 
titious importance from the author’s recent cham- 
pionship of a cause unpopular with his fellow-coun- 
trymen. However his part in that unfortunate af- 
fair may have aroused the animosity of social and 
official France, there is no doubt that it has com- 
pelled the admiration of the disinterested public out- 
side, and that he has won for himself a new and en- 
thusiastic following among lovers of justice and fair 
play everywhere, whether given to the reading of 
books or not. If not, many of them will make an 


exception in favor of a novel published at just this 
time by M. Zola, and the fortunes of the book are 
assured, as far as the general European and Ameri- 
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can public is concerned. Report comes from Paris 
that the hatred of this writer is so widespread as to 
lessen the probable sale of the new novel. But we 
doubt if human nature in Paris is so unlike what it 
is elsewhere as to have this effect. Even those who 
dislike the author the most will have a natural curi- 
osity to become acquainted with his final deliberate 
verdict upon the civilization which he has so taken 
to task in his defense of Captain Dreyfus. That ver- 
dict is embodied in the earnest and passionate pages 
of * Paris,” and must be reckoned with as the pro- 
nouncement of one of the most acute and vigorous 
intellects of the time. It is a many-hued picture 
with which the book presents us, a canvas with strong 
effects of chiaroscuro and lurid coloring, with start- 
ling contrasts between the base and the heroic, be- 
tween social shams and social realities, between the 
heartless indifference of the wealthy and the des- 
perate frenzy of the proletariat. There is much bit- 
terness of feeling in the criticism cf the existing or- 
der, and a note of fine indignation rings through 
the whole work. Yet the purport is not pessimism, 


| although many will no doubt dismiss the book with 


that easy epithet; it is rather the impatient and 
passionate idealism of the clear-sighted philosophi- 
cal observer, who says to society “thou ailest here 
and here,” and does not shrink from laying bare the 
plague-spots of the present, knowing that by such 
service the permanent interests of society are best 
to be furthered. No, M. Zola is as distinetly an 
idealist as is Dr. Ibsen; to charge such men with 
pessimism is to display ignorance of the very mean- 
ing of that term. We wish it might be said that the 
art of M. Zola was commensurate with his idealism. 
But the fact is indisputable that most of the literary 
graces are denied him; there is in the best of his 
work little animation or brilliancy, little of the light- 
ness of touch to which art owes most of its effects, 
little of the calm that is so much more persuasive 
than the most turbulent display of emotion. “ Paris” 
is not as dull as “ Lourdes,” or even as “ Rome,” 
but it is nevertheless dull, except in episodes, and 
much conscientiousness is needed to read it without 
omission. The intellectual evolution of the Abbé 
Froment is the thread which unites the three sec- 
tions of the trilogy, and in the end we leave him, en- 
nobled and strengthened by much suffering, brought 
to full acknowledgment of the claims of the intel- 
lect, and prepared to substitute a rational theory of 
conduct for the incoherent fabric, now hopelessly 
shattered, of his long cherished illusions. The in- 
troduction of his brother Guillaume, a chemist who 
has invented a new explosive of extraordinary 
power, makes it possible for the author to give to 
anarchism of the bomb-throwing type a conspicu- 
ous place in this “ Paris” section of the work, and 
the destruction, planned but not executed, of a great 
basilica, is one of the most exciting episodes to 
which our attention is directed. In this book we 
doubtless have the final word of M. Zola’s philoso- 
phy and of M. Zola’s art. And the fundamental 
questions raised by his total activity are these two: 
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Is the philosophy that toward which the currents of 
enlightened thought are irresistibly flowing’ Is 
the art of such a nature that to the future observer, 
looking back upon our epoch, the books that bear 
the name of Zola will appear as the books of Bal- 
zac now appear to us, as the lasting embodiment of 
the life and thought of their age? To the first ques- 
tion we may with some degree of confidence make 
an affirmative answer, but to the second the reply 
must be in the negative. The future historian of 
literature will not be able to neglect the immense 
work of M. Zola, but will be constrained to deal 
with it as we now deal with the work of Voltaire. 
In other words, it will be dealt with not as a per- 
manent possession of literary art, but as a literary 
force for the most part spent in the period that 
was responsible for its generation. 

M. Pierre de Coulevain's “ American Nobility ” is 
a novel that we have read with great interest, and 
if we cannot give it our unqualified approval we can 
at least pay tribute to its skilful construction and its 
obvious sincerity of purpose. It is, briefly, the story 
of a French gentleman of distinguished ancestry, 
who, finding the family fortunes impaired almost to 
the point of destitution, seeks to restore them by 
marriage with an American heiress. The marriage 
is duly brought about, and the wedded pair are 
happy for a time; but the inevitable intrigue pres- 
ently makes its appearance, and shatters the dream 
of the confiding wife. After a period of great emo- 
tional stress for all concerned, the other woman dies, 
practically by her own act, leaving husband and 
wife to patch up a sort of reconciliation, and try to 
save from the wreck of their happiness enough to 
make their continued existence tolerable if nothing 
more. This plot is so hackneyed that its bare state- 
ment seems to put the book in the list of common- 
place and insignificant fictions; but the author has 
acted from a serious artistic motive, to which credit 
must be given. His book is to a considerable ex- 
tent the embodiment of a thesis, to the effect that 
such marriages as he describes must inevitably fail 
to result happily, since there are spiritual depths in 
the soul of a Frenchman which no Anglo-Saxon 
woman can sound, spiritual needs in his nature 
whieh only women of Latin race and Catholic train- 
ing can satisfy. There is thus found a sort of justi- 
fication for the conduct of the hero, who is by no 
means represented as a vulgar libertine, and who 
clearly enjoys all the time the qualified respect and 
the entire sympathy of the writer. Let those who 
will call such a book immoral in its tendency ; we 
rather prefer to take from it the lesson of the essen- 
tial incompatability of temperament existing be- 
tween the two races, and are willing at the same 
time to concede that the author has told the story 
with perfect honesty from his own point of view, 
that he has done his best to be fair to the Anglo- 
Saxon character, and that the fatal defect of his 
argument proceeds from a limitation of sympathetic 
insight of which he himself is absolately and bliss- 
fully unconscious. Wrir1am Morton Payne. 
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RECENT BOOKS OF TRAVEL.* 


Mark Twain's recent account of his around-the- 
world lecture tour, which he entitles “ Following the 
Equator,” is a first-rate specimen of that eminently 
sagacious mixture of sense and nonsense which is so 
characteristic of him. To many refined people he 
may seem the vulgar buffoon, entirely unrespectful, 
unconventional, irreverent ; but this aspect is but his 
surface aspect. He reverences what is essentially 
worthy of reverence, as is evident from many a page 
in this volume. His remarks on reverence, indeed, 
show eminent sense and insight,— as when he says : 

“ The reverence which is difficult, and which has per- 
sonal merit in it, is the respect which you pay, without 
compulsion, to the political or religicus attitude of a 
man whose beliefs are not yours. You cannot revere 
his gods or his polities, and no one expects you to do 
that, but you could respect his belief in them if you tried 
hard enough, and you could respect him, too, if you 
tried hard enough. But it is very difficult; it is next 
to impossible, and so we hardly ever try. If the man 
does n’t believe as we do, we say he is a crank, and that 
settles it. I mean it does nowadays, because we can ’t 
burn him.” 


In truth, the dominant note in this book is not jest 
but earnestness, moral and humane, — an earnest 
desire for sincerity and genuineness, but tearing 
sham to pieces and flinging it to the winds. If 
Mr. Clemens had not been Mark Twain, he might 
have been Carlyle. 

Bat we have not space for exemplifying fully 

either the wisdom or the wit in this book. However, 
we mention the common Hindoo impression of the 
United States, as Mark Twain gives expression to 
it. When this country is named to the average 
Hindoo,— 
“ Two torches flare up in the dark caverns of his mind, 
and he says, ‘ Ah, the country of the great man —Wash- 
ington; and the Holy City —Chicago.’ For he knows 
about the Congress of Religions, and this has enabled 
him to get an erroneous impression of Chicago.” 


Mark Twain’s manner of writing is deliciously 


* Fottowine THE Equator. By Mark Twain. Illustrated. 
(Published by subscription only.) Hartford, Conn.: The 
American Publishing Co. 

Picruresgur Sicity. By W. A. Paton. Illustrated. New 
York: Harper & Brothers. 

Gorne To War ty Greece. By Frederick Palmer. L[lus- 
trated. New York: R. H. Russell. 

BENIN, THE Crry oF BLoop. By R. H. Bacon, R.N. Llus- 
trated. New York: Edward Arnold. 

A Worvp Pirermacr. By J. H. Barrows. Lilustrated. 
Chicago: A. C. McClurg & Co. 

A Year From A Reporter's Nore-Boox. By Richard 
Harding Davis. Illustrated. New York: Harper & Brothers. 

AFLOAT ON THE On1o. By R. G. Thwaites. Chicago: 
Way & Williams. 

Across tHe Everatapes. By Hagh L. Willoughby. 
Iilustrated. Philadelphia: J. B. Lippincott Co. 
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desultory ; you never know on what continent the 
next page will land you. Altogether, we have a 
most brilliant and varied jumble of wit, humor, 
information, instruction, wisdom, poetry, irony, and 
jest. Mark Twain is continually stepping from the 
sublime to the ridiculous, and vice versa. As soon 
as he suspects he is getting eloquent, he at once 
jumps into outrageous farce. As Mark warns off 
the reviewer who shall atiack him for padding, we 
will only say that his skill and brillianey can almost 
redeem the plentiful padding in this book. Asa 
book of travel, this work stands very high by reason 
of its incisiveness and vividness ; and the inveterate 
travel-reader will mark the day he fell in with it 
with red-letter. Altogether, we find here that rara 
avis, a real book, full of thoroughly original char- 
acteristic impressions characteristically expressed, 
and thus intensely enjoyable to the real reader. 

Mr. W. A. Paton’s “ Picturesque Sicily” is a 
general and popular account of scenery, antiquities, 
and modern life, in that sunny isle. In the course 
of a three months’ sojourn he visited the principal 
cities — Palermo, Catania, Messina, and Syracuse ; 
and also Segesta, Selinus, Girgenti, and other 
places of antiquarian interest, all of which are de- 
scribed in an enthusiastic and pleasant vein. He is 
surprised at finding in Sicily more ruins of Greek 
temples than in all Greece, and he gives large space 
to his observations on these ruins. The Sicily of 
to-day he finds to be in the main poverty-stricken 
and beggar-ridden. He is harried from the most 
charming views by crowds of loathsome beggars. 
The Middle Ages still linger in Sicily, as is shown 
by the prevalence of saint-worship and superstition, 
and the lawlessness of secret associations like the 
Mafia. At Cefalu he happens on a true descend- 
ant of the medieval minstrel who recited from the 
“Chronicles of the Crusaders.” 

“During his recitations he stood as if wrapped in 
thought, bareheaded, forgetful of the weather, and, 
seemingly, of our presence. The performance was not 
a mere repetition of lines by rote, for, although there 
was very little variation in accent or tone, he seemed to 
speak as if his mind was fixed on the ideas he was ex- 
pressing. The tale of the Crusade finished, we gave 
him whatever it may have been, and again requested 
our guide to ask him to recite other numbers of his 
repertoire. Informing us that he would give us the 
story of the ‘ Landing of Ruggiero and the building of 
the Cathedral at Cefalu,’ he began in a louder and more 
inspiring tone, and repeated the lines more vigorously 
and with finer expression, using certain modest gestures. 
The tale of King Roger was longer than either of the 
other two recitations, and, when he finished it, the old 
man, pointing eagerly in the direction of the town, told 
our guide to say to the strangers that ‘ There,— there,— 
was the very city King Ruggiero had visited, there the 
cathedral he had built in honor of the Christ.’ How 
were the mighty fallen! From the shoulders of the 


disciples of Ciullio d’Aleamo, the favorites of the kings, 
the pets of fortune, the mantle of minstrelsy had fallen 
on the bowed shoulders of this starved and woe-begone 
old man whom we found on a bitter Sicilian winter day 
cowering under the ruins of an ancient Norman keep.” 
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Books on Sicily are indeed few, but when Mr. 
Paton says that “the Norman conquest of Sicily 
has not found its historian,” he forgets Gally 
Knight’s and Bazancourt’s books on this subject. 
The author's views are of the impressionist type, 
and there is much second-hand material. As a whole, 
the work is diffuse and journalistic. But while it 
has not the vital inevitable quality of a book of the 
first class, it will be found in general readable and 
useful. The appendices are of particular value, but 
the book has neither map nor index. The illustra- 
tions, though often interesting, are hackneyed in 
subject, and sometimes poorly done. 

“Going to War in Greece,” by Mr. Frederick 
Palmer, is a New York reporter's account of the 
recent one-sided little fray — a month from start to 
finish — between those two ancient enemies, Greek 
and Turk. Most of the book is taken up with the 
looking and waiting for the war to begin ; and of the 
actual war there is little description of operations. 
The childish unmilitary character of the Greek 
* Army of the Café” is brought out in so strong a 
light that we suspect caricature. The book is writ- 
ten in jaunty style, and contains numerous rather 
indifferent illustrations, but has no map. 

Commander R. H. Bacon’s book with the strik- 
ing but not unjustifiable title, “ Benin, the City of 
Blood,” is a straightforward military account of the 
British expedition, in 1897, to Benin City, West 
Africa, to avenge the massacre of the English mis- 
sion. Asa narrative of one of England's innum- 
erable little wars, and as throwing light on African 
savagery and bush- fighting, it has considerable 
interest. Benin was deserted at the approach of 
the British, and was found steeped in human blood, 
“ smeared over bronzes, ivory, and even the walls.” 
The evidence of crucifixions and human sacrifices 
was found everywhere. “Every person who was 
able, I should say, indulged in a human sacrifice, 
and left the remains in front of his house.” Com- 
mander Bacon’s account shows clearly that the most 
pernicious element in savagery is a cruel religion. 
The book contains also some interesting details on 
the method by which the British fought their way 
along the narrow paths in the dense forest. In ad- 
vancing along these paths where savages might lurk 
unseen within a few feet, “ precautionary volleys ” 
from rifles and Maxims were fired on all sides every 
few minutes. Sometimes rockets were used to intim- 
idate the natives. “The most weird feature of the 
whole fighting is the rarity with which the enemy is 
seen. Shots are fired, yells, whoops, and shouts are 
heard, men fall wounded and killed, yet not a sign 
of the enemy himself, except just the shiver of a 
moving bush and the half doubtful view of a dusky 
figure.” The book is furnished with a rather inade- 
quate map and a few fair illustrations. 

Dr. J. H. Barrows’s “A World Pilgrimage” is 
a collection of letters of travel which originally 
appeared in the “Chicago Record” and in “ The 
Interior.” Herein Dr. Barrows discourses, in his 














188 THE DIAL 


ations on the usual world-trip, and everywhere he 
maintains a large, humane, and catholic view of 
things and men. While this is in no wise a very 
notable book, it is readable and suggestive. His 
lecture-tour naturally gives rise to more extended 
remarks on India than on other countries, and 
these ten chapters will have special interest for 
missionary circles. The illustrations are only pass- 
able. We regret to notice that the title-page is de- 
faced by a mangled quotation from Keats. 


Another cosmopolitan book of travels, but of a 
somewhat different order, is Mr. Richard Harding 
Davis's “ A Year from a Reporter's Note-Book.” 
It treats of war in Cuba and Greece, of glory in the 
Coronation of the Czar, of the Inauguration of Me- 
Kinley, of the Queen’s Jubilee, and the Millennial 
Celebration at Budapest. All these events are de- 
scribed in that clear, crisp, graphic style, and with 
that slight trace of cynicism, which we have been 
accustomed to expect from Mr. Davis. Perhaps 
the best of these “ Notes”’ is that on the Coronation, 
wherein the author gives a quite vivid impression 
of the Czar-worship and the mediwvally deep, 
sombre, unthinking religiousness of the great mass 
of Russians. However, the most quotable page is 
in the Budapest article, a description of Berkes, the 
greatest of Hungarian violinists. 

“ His violin seems to be just as much a part of him 
as are his arms or his eyes or his hoart. When he plays, 
his body seems to stop at the neck, and he appears to 
draw all of his strength and feeling from the violin in 
his hands, the rest of him being merely a support for 
his head and instrument. He has curious eyes, like 
those of a Scotch collie — sad, and melancholy, and 
pleading, — and when he plays they grow glazed and 
drunken-looking, like those of an absinthe drinker, 
and tears roll from them to the point of his short beard 
and wet the wood of his violin. His musie probably 
affects different people according to their nerves, but it 
is as moving as any great passage in any noble book, or 
in any great play, and while it lasts he holds people 
absolutely in a spell, so that when the music ceases 
women burst into tears, and I have seen men jump to 
their feet and empty the contents of their pockets into 
his lap; and they are so sure to do this that their ser- 
vants take their money away from them when they are 
dressing to dine at some house where Berkes is an- 
nounced to play. One night a Frenchman dipped a 
two-thousand-franc note into a glass of champagne and 
pasted it on the back of the man’s violin, and the next day 
Berkes sent it back to him again, saying that to have 
this compliment paid him by a foreigner in the presence 
of his countrymen was worth more to him than the 
money.” 

These brief reportorial sketches we feel to be too 
often over-done, too conscious, too blunt, and too 
lacking in real grace, beauty, and technique, to be 
literature of any high order; yet they certainly have 





a value and interest, and a measure of real but | 


mostly suggested power. 

“ Afloat on the Ohio,” by the well-known historical 
writer, Mr. R. G. Thwaites, is a pleasant though not 
especially interesting account of an uneventful canoe 
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voyage down the Ohio to Cairo. In diary form it 
gives useful historical and descriptive notes on the 
places passed and people met, and in particular is 
valuable as throwing some light on the river-life of 
house-boats and fishermen ; but we feel at the end 
that we should choose some pleasanter, if less his- 
toric, stream than the Ohio for a canoe trip. The 
book contains two appendices, “ Historical Outline 
of Ohio Valley Settlement” and “Selected list of 
Journals of Previous Travellers down the Ohio”; 
but it has no map. 


Mr. H. L. Willoughby’s “Across the Everglades” 
is an account of a journey into that unknown part 
of Florida where the Seminoles were driven in the 
Indian War. “It may seem strange,” our author 
remarks, “ in our days of Arctic and African explor- 
ation, for the general public to learn that in our 
very midst, as it were, in one of our Atlantic coast 
states, we have a tract of land one hundred and 
thirty miles long and seventy miles wide that is as 
much unknown to the white man as the heart of 
Africa.” We learn that the Everglades is not a 
dense swamp, as often supposed, but a vast grassy 
lake with water but a few inches deep, and oc- 
casional islets a few feet square. It is inhabited 
by Indians, deer, otter, snakes, and birds. Mir. 
Willoughby found that the saw grass was the 
great barrier to Everglade travel. “It pays better 
to go twenty-five miles around than half a mile 
through. What makes this grass so formidable and 
so much dreaded is the saw-like edge with which it 
is armed on three sides. If you get a blade between 
your hand and the pole, it will cut you to the bone, 
with a jagged gash that takes long to heal.’’ Mr. 
Willoughby met with no remarkable adventures, 
but his story, though attaining little literary quality, 
is simply and directly told, and will be found espe- 
cially readable by all who find pleasure in outdoor 
life. The first half of the work is introductory, 
giving some account of previous expeditions into the 
Everglades, and of his preparation for his trip. He 
finds the real crocodile as well as the alligator and 
has some interesting remarks on this matter, though 
we must regard his long list of species as padding. 
The book has a serviceable map and illustrations, 
and as appendix a Seminole vocabulary. 


“ Servia, the Poor Man's Paradise ” is the attrac- 
tive title of an enthusiastic book on that little known 
country, by Herbert Vivian. Mr. Vivian, an ardent, 
High Church, conservative Englishmen, travelled 
for some months in Servia, and gives a glowing and 
attractive picture of this seldom visited Balkan 
province, which has only of late completely freed 


| itself from the Turkish rule. He says: 


“T rejoice to have explored Servia before she is com- 
pletely given over to the exigencies of progress. Already 
she has lost very much of the Oriental glamour which 
travellers encountered even ten years ago, and ten years 
hence she may be fashioned entirely upon modern West- 
ern lines. The picturesque squalor of Turkish times is 
being rapidly expropriated by the ugliness of the useful. 
Still, I know no country which can offer so general an 
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impression of beauty, so decided an aroma of the Mid- 
dle Ages. The whole atmosphere is that of a thrilling 
romance. Conversation is larded with accounts of hair- 
breadth ’seapes and deeds of chivalry — and all as if 
they were everyday occurrences, the most natural in the 
world. At each turn I met heroes who had performed 
prodigies against the hajdutsi, swashbucklers who had 
led irregulars against the Turks, popes who had smelt 
powder when fighting for the national cause at the head 
of their flocks.” 

The style is spirited and good, though we think the 
oft-used “state-stroke” is rather clumsy for coup 
d'état. As a whole the book, though not particularly 
well-considered and thorough, is an interesting and 
useful sketch of Servia, past and present, in its polit- 
ical, ecclesiastical, and industrial aspects. The work 
is provided with a good map. 

Captain Younghusband in “ South Africa of To- 
day ” republishes letters and telegrams to the Lon- 
don “ Times,” whose special correspondent he was 
during the recent disturbances in the Transvaal. 
The author has studied the subject at first-hand and 
gives a fair, able, and interesting account of the cir- 
cumstances that led up to the Jameson Raid, and 
of the events immediately following. He regards 
the Transvaal as the richest section of South Africa, 
and destined to become the most populous. The 
Boer question certainly gives great solicitude to the 
English. Indeed, the enterprising, energetic En- 
glishman, continually running against a stone wall 
of stolid, crafty Dutchmen, is almost nonplussed and 
dismayed. While most of the book is given up to 
the Transvaal, there are also chapters on Rhodesia 
and Natal. Altogether, the volume, if not as compre- 
hensive and luminous as Mr. Bryce’s recent account, 
is in many ways a closer study, and will repay care- 
ful reading. 


Mrs. Isabella Bird Bishop’s “Korea and her 
Neighbors” is an up-to-date handbook on Korea, 
and contains also some information on neighboring 
Manchuria and Siberia. Mrs. Bishop familiarized 
herself with the country and people during an ex- 
tended residence at treaty ports and during two jour- 
neys tothe interior. She found the Koreans under a 
most oppressive government, limp, lazy, dependent, 
poverty-stricken, but the Korean colonists in Siberia 
under Russian rule very thrifty and prosperous. 
One marked characteristic of Koreans is an am- 
bition to eat much and often. 

“ They eat not to satisfy hunger, but to enjoy the sen- 
sation of repletion. The training for this enjoyment 
begins at a very early age, as I had several opportuni- 
ties of observing. A mother feeds her young child with 
rice, and when it can eat no more in an upright posi- 
tion, lays it on its back on her lap and feeds it again, 
tapping its stomach from time to time with a flat spoon 
to ascertain if further cramming is possible. The Ko- 
rean is omnivorous. Dog meat is in great request at 
certain seasons, and dogs are extensively bred for the 
table. Pork, beef, fish, raw, dried, and salted, the in- 


testines of animals, all birds and game, no part being 
rejected, are eaten —a baked fowl, with its head and 
claws, and interior intact, being the equivalent of ‘the 








DIAL 189 








fatted calf.’ Cooking is not always essential. On the 
Han I saw men taking fish off the hook, and after plung- 
ing them into a pot of red pepper sauce, eating them at 
once with their bones.” 

Mrs. Bishop writes with the air of the professional 
traveller, and in a business-like way conveys a vast 
amount of information clearly and impartially. She 
throws a side-light on the Chino-Japanese war, and 
is particularly full on the political and industrial 
aspects of the people at the present time. 

“This feeblest of independent kingdoms, rudely 
shaken out of her sleep of centuries, half frightened and 
wholly dazed, finds herself confronted with an array of 
powerful, ambitious, aggressive, and not always over- 
scrupulous powers, bent, it may be, on overreaching her 
and each other, forcing her into new paths, ringing with 
rude hands the knell of time-honored custom, clamoring 
for concessions, and bewildering her with reforms, sug- 
gestions, and panaceas, of which she sees neither the 
meaning nor the necessity.” 


The illustrations, maps, and appendices add to the 


value of this book. Hiram M. STANLEY. 


BRIEFS ON NEW BOOKS. 


American readers will not feel alto- 
gether flattered when they look in 
the mirror held up to them by the 
Hon. Martin Morris, an intelligent Irish traveller, 
in his thoughtful little book of essays entitled 
“ Transatlantic Traits” (Elliot Stock, London). 
Mr. Morris is of a reflective turn, and he gives gen- 
eral conclusions rather than raw impressions. He 
is by no means an ill-natured or on the whole un- 
friendly critic, but he is a very candid and dispas- 
sionate one, and he clearly has no notion of curry- 
ing favor with his cis-Atlantic readers by the cheap 
expedient of tickling their national vanity. On the 
other hand, it must be said that his book is quite 
free from the tone of patronizing jocularity which 
European travellers so often see fit to adopt towards 
this country. The author is altogether too sensible 
a man to affect to regard the United States of 
America as a huge joke, and he has evidently made 
a conscientious effort to comprehend us clearly and 
exhibit us fairly. Like most cultivated foreign trav- 
ellers, from De Tocqueville to Mr. Bryce, Mr. Mor- 
ris finds us on the whole somewhat commonplace,— 
immensely energetic and capable in every calling 
which has for its supreme end the accumulation of 
money, but correspondingly lacking on the wsthetic 
and intellectual side. We accumulate vast fortunes, 
invent mira-ulous machines, conduct great business 
enterprises ; but we are seemingly incapable of add- 
ing to or even of duly appreciating the world’s ar- 
tistic and intellectual treasures. In short, “America 
is the land of the hoi polloi with a vengeance. Noth- 
ing rises above the common level but some gigantic 
buildings and ‘the Elevated’ in New York.” Mr. 
Morris naturally thinks rather meanly of our art, and 
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- dome his stay at Chicago was marred by a glimpse Huth a little seventeenth-century tract for five shil- 
| lings, and discovered that cheapness was no recom- 


of the alleged statue of Columbus recently removed 
out of deference to a growing sentiment of public 
disapproval that threatened in time to lead to a pop- 
ular outbreak. European travellers as a rule, after 
having damned with faint praise the “ evidences of 
our material prosperity ” of which we are so justly 
proud, are apt to grow rhapsodic on the theme of 
American women. Not so Mr. Morris. Even here 
he is, as Mr. Arnold said of his French critic on 
Goethe, “candid and cool, perhaps a little cold.” 
He grants the American woman a certain smatter- 
ing superiority in point of attainments over her 
busy dollar-getting husband ; but he finds her some- 
what shrill, noisy, lacking in feminine charm. He 
agrees with Mr. Henry James that “one feels her 
presence too much as a sound ”— a vor et preterea 
nihil, we suppose, like Wordsworth’s cuckoo, or the 
classic nightingale. It need not be inferred from 
our citations that Mr. Morris found here nothing 
to admire and praise. He has a good many kind 
and cordial words for us, which are the more grate- 
ful in that they are evidently sincere and well- 
weighed. He does not deal in what is known in 
popular parlance as “ taffy,” and he is one of those 
useful friends who tell us of our faults. There are 
three essays —“ At Sea,” “On Traits in General,” 
and “ American Traits "’— together with a “ Fore- 
word” and an “Aftword.” Two of the papers 
were written originally for the “ Nineteenth Cen- 
tury” and the “ New Review,” and they now ap- 
pear in a considerably enlarged form. 


A “ confession,” as the word is com- 
—y ~ 7 monly used, is an avowal of matters 

somewhat prejudicial to one’s char- 
acter and reputation. A collector, then, rightly 
uses the word “ confession ’’ for a statement of his 
deeds qué collector. We do not, however, consider 
Mr. Carew Hazlitt's “Confessions of a Collector ”’ 
(Dodd) to be more than verbally prejudicial to the 
author's reputation. It is true that it is a literary, 
an artistic sin to love books as a collector loves them ; 
but there may be extenuating circumstances. Some 
men cannot help being drawn toward collecting. 
Mr. Hazlitt was one of these. He is, of course, by 
no means unknown to the general reader, and these 
bibliographical memoirs will be opened by many 
with a good deal of pleasant anticipation, which will 
not be in vain. We have been greatly pleased at 
them, recalling no other such book that is so good, 
— always with a reservation in favor of Burton's 
* Bookhunter,” which we have not read for years 
and so may prize too highly. Strictly speaking, 
however, Mr. Hazlitt was not a book-collector : that 
is to say, his chief dealing with books was not col- 
lecting for himself; to use his own words, he was 
not a pure amateur but a commercial speculator in 
books. He began with the idea of a collection for 
himself, but later in life he was chiefly occupied as 
informal agent for others. The turning-point in 
his career was, we should say, when he sold Mr. 





mendation with that gentleman. After this discov- 
ery, Mr. Hazlitt assisted very largely in the increase 
and completion of the Huth Library, much to the 
benefit of all concerned. We regard a commercial 
speculator in books as a superior person to a book- 
collector. Mr. Hazlitt was destined by nature to 
have dealings in books: his bibliographical know]- 
edge and feeling made him a very exceptional 
purchasing-agent ; we will own to a feeling of respect 
for him at never becoming a mere book-collector. 
It must be confessed, however, that while his deal- 
ings with books were of a very proper character, he 
was unable to withstand the passion for collecting 
something. At one time he collected postage-stamps ; 
he speaks of the matter with some regret: “a new 
weakness,” “a foolish passion,” he rightly calls it. 
More seriously did he devote himself to the collec- 
tion of coins, and we think he makes out a fairly 
good case in favor of the coin-coilector. And yet, 
curious at first, though on consideration natural, his 
very intelligent views on coin-collecting caused him 
to be regarded by the esoteric as a presumptuous 
layman. In fact, we cannot regard Mr. Hazlitt as 
a true collector. He was a student, an antiquarian, 
in letters and in other directions too, as everyone 
knows ; but we cannot think that he was a true col- 
lector. He had really too broad views, too wide 
interests, too keen feelings, to be satisfied with ecol- 
leeting. Indeed, had he been a collector in the strict 
sense of the word, he could hardly have written so 
entertaining a book as the present one. 


Mr. F. Anstey is already well known 
Mr. Jabberjee, B.A. in scholarly circles for his skill in 

logical development from a funda- 
mental hypothesis. He is a most successful follower 
of the great originator of formal logic, who held 
that fiction was more philosophical than history on 
account of its aiming at general rather than partic- 
ular truth. Minor matters of fact have no great 
import to the reason: hence the positive value to 
the human race of the thorough plausibilities of 
“Vice Versa” or “The Talking Horse.” Mr. 
Anstey appears now, however, to have abandoned 
(temporarily we hope) the field of logic to exhibit 
his mastery in the domain of the linguist. “ Baboo 
Hurry Bungsho Jabberjee, B.A.” (Appleton) is a 
work of many excellences, but its chief value ap- 
pears to us to lie in its being written in the care- 
fully studied lingo of a “highly educated Indian 
university man’ who has for some time lived in 
London. Even a person who has never seen one 
of the species can see that the language must be 
good. Mr. Jabberjee has learned something of the 
literary language at the university, and has learned 
much modern slang in London. He incorporates 
in his conversation all the incongruities possible to 
one who knows our inconsistent language but par- 
tially. His speech will repay the closest study, for 
every strand of the variegated thread is natural, 
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even necessary, to one under his circumstances. 
Columbus showed how easy it is to do a thing when 
you know how : many users of the English language 
will here learn how difficult a thing they do every 
day without knowing anything about it. This work 
wili find a place beside the famous “ English as 
She is Spoke.” Useful, then, in a great degree to 
the linguistic student, the book will not be more 
wearisome than others of Mr. Anstey’s books to the 
more general reader. Mr. Jabberjee is of the opin- 
ion (not unknown in this country) that the letter- 
press of “ Punch” is not such as can be read with 
pleasure by a cultivated person. He offers his serv- 
ices to raise the general tone, and contributes ac- 
counts of his adventures. These are at first some- 
what disconnected, but as they proceed they knit 
into a narrative that finally comes to a great cli- 
max in the breach of promise suit of Mankletow vs. 
Jabberjee. Mr. Anstey’s labors are recommended 
and elucidated by the work of his illustrator, whose 
presentations of the learned barrister are most deli- 
cate suggestions of nationality and character. 


Mr. W. Clark Russell contributes his 
mite to the now subsiding Nelson 
revival, in the shape of a volume of 
“ Pictures from the Life of Nelson” (Dodd). The 
articles appeared originally in the “ English Ilus- 
trated Magazine,” and the author has added to 
them, out of quantitative considerations mainly, as 
we judge, a lengthy and somewhat rambling preface, 
together with some twenty-six pages of remotely 
relevant supplementary matter touching Mr. Rus- 
sell’s old grievance, the elimination of Englishmen 
from the merchant service and the consequent dry- 
ing up of the fount whence the Royal Navy has 
always drawn its seamen of the storied national and 
traditional type. The competition of the foreigner 
and what Mr. Russell evidently thinks the quasi- 
traitorous greed of the ship-owners are fast draining 
British forecastles of British sailors. The breed 
will become extinct; and then, Mr. Russell asks, 
what is going to become of the Navy? Now, we are 
inclined to think that “ cheapness” is not the sole 
ground on which the Dutchman, the Scandinavian, 
or even the “« Dago”’ is preferred to the Englishman 
in English shipping offices. Besides being “ cheaper,” 
the foreigner is nine times out of ten thriftier, so- 
berer, trustier, and (above all) more tractable than 
his British competitor. Would Mr. Russell, in the 
light of his own experience in the Merchant Ser- 
vice, deny that? Mr. Russell babbles a good deal 
of the virtues of “ poor Jack ”— his “ characteristic 
simplicity,” his “ childlike nature,” and so on. But 
how many “Jacks” of this legendary and conven- 
tional sort has Mr. Russell ever actually met in the 
flesh, afloat or ashore? The hard fact is that “ Jack,” 
and especially British “Jack,” is in general much 
what his calling naturally tends to make him, a 
pretty tough customer, who gives his tutelary 
“cherub that sits up aloft” and“ looks out” for 
him no end of unnecessary trouble in getting him 
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out of scrapes of his own making. Mr. Russell 
naturally looks to the legislature (everybody looks 
to the legislature for everything nowadays) to mend 
his grievance. He cites approvingly the old Navi- 
gation Laws, under which the shipping of foreign 
seamen in British ships was narrowly restricted ; 
and seems to want something of the kind enacted 
now. Mr. Russell's Nelsonian pictures are graphic 
and spirited, and contrast favorably in this regard 
with Professor Laughton’s recent rather tame, if 
accurate and severely critical, “ Life.” The bulk of 
the narrative is devoted to the famous sea fights ; 
but there are readable chapters on Nelson’s boy- 
hood, his rather numerous erotic experiences, his 
characteristics, etc. The exasperating Lady Hamil- 
ton episode is given no more than its due share of 
prominence. The book is neatly made and contains 
several full-page plates, portraits and battle-pieces, 
of excellent quality. 





The recollection of earlier essays led 
us to turn to Mr. F. P. Stearns’s 
“Modern English Prose Writers” 
(Putnam) with pleasant anticipation. There is op- 
portunity for a good book on this subject, and we 
hoped to get it. We regret to say that we are much 
disappointed. The essays composing the book are 
written in a supercilious tone on superficial knowl- 
edge, and that is a pretty bad combination. If Mr. 
Stearns knew his subject thoroughly one need not 
mind his manner, or if he wrote less ex cathedra 
one would not mind a few errors. As it is, however, 
one cannot help noticing both. We do not know 
which are the most foolish, his brutal and untrue 
remark that Ruskin’s father “ fortunately died in 
time to give his more gifted son an opportunity for 
the work he was destined by temperament and 
inclination to perform,” his idea that ‘“ Modern 
Painters” was written at a “tender age,” his igno- 
rance that “ Aratra Pentelici”’ was one of Ruskin’s 
Oxford lecture courses; or his fancies that Arthur 
in “a book . . . called ‘Schooldays at Rugby’” 
represented Matthew Arnold, that Arnold was Pro- 
fessor of Poetry for nearly twenty years, laboring 
all the time throughout “ the whole academic year,” 
that “very few of the external facts of Matthew 
Arnold’s life have been made public”; or his opin- 
ions that all European languages are the progeny of 
the parent Indo-European, that Max Miller is the 
most distinguished scholar living, and that “the 
grand results of comparative philology ” were “ de- 
termined by Oriental Societies.” A few minor 
errors like these do not necessarily amount to much. 
But we read this book till we had endured thirty or 
forty of them, and, as in that time we had not come 
upon any criticism of value, we then gave it up. It 
is remarkable that a man should write such a book. 
Mr. Stearns says, rather contemptuously, of Ruskin 
that “he never learned that a writer should confine 
himself to those subjects with which he is best ac- 
quainted.”” He implies that Macaulay was enabled 
by means of the “ handle to his name” to “ obtain 
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publication for any amount of trash.” He calls 
Taine’s account of Thackeray a rigmarole, and adds 
that “it seems a shame to apply this word to the 
work of so amiable a writer, but there is no other 
that suits the case.” These remarks will suggest to 
the reader a sufficient criticism upon the work that 
contains them. 


A fresh help to an acquaintance with 


Another 7 
attractive our feathered tribes is presented by 
a Miss Florence A. Merriam, in 


“ Birds of Village and Field” (Houghton). Miss 
Merriam has enjoyed unusual advantages for the 
study of birds from her childhood, in the field in 
various parts of the United States, and through the 
writings and the companionship of our most noted 
ornithologists. She has been trained to careful 
and systematic habits of observation, and the re- 
sults she offers upon any points pertaining to her 
theme are to be accepted as having authority. 
In her class-work with students she has felt the 
need of a simple “ bird-book for beginners,” and 
with unquestioned intelligence has set herself to the 
task of supplying the want. Her attempt is limited 
to those birds which are most common, and there- 
fore the first and readiest to catch the eye and ear 
that are open to the sights and sounds of nature. 
The book is meant as an initial stepping-stone in 
the acquisition of bird-lore, and is therefore simple 
in every particular. There is no attempt at scien- 
tific classification, there are no technicalities; but 
there are plentiful helps in the way of color-keys 
for the identification of 154 species of our more 
familiar birds, and in choice illustrations and lucid 
and attractive verbal descriptions. Miss Merriam 
has much interesting knowledge to convey, original 
with herself or received at first-hand from bird- 
lovers who have bestowed painstaking attention 
upon the subject. She has given particular promi- 
nence to the usefulness of the birds in their relation 
to agriculture, in the majority of cases mentioning 
the noxious insects or small mammals on which each 
species chiefly subsists, thereby showing explicitly 
the incalculable service it renders to the farmer and 
the market gardener. Although one of many bird 
books lately published, it is by no means a repeti- 
tion of what has gone before. It has a fresh flavor 
which will be appreciated by the novice as well as 
by those who know most of the matter it treats. 
eae ae Mr. William S. Pelletreau, editor of 
dnenictn history, “ Southampton Records” and author 
_ of ahistory of Putnam County, N.Y., 
is well known to students of local history, who will 
now rise up and call him blessed for the sumptuous 
volume of “ Early Long Island Wills” which his 
scholarly zeal, co}perating with the artistic tastes 
of Mr. Francis P. Harper, his publisher, has put 
into their hands. The work is an unabridged copy 
of the manuscript volume known as the “ Lester 
Will Book,” and is the record uf the Prerogative 
Court of the County of Suffolk, N. Y. In En- 


gland until recent years wills were probated in an 
ecclesiastical court of the archbishop of Canterbury ; 
and when, in 1686, in the Province of New York, 
the probate of wills was reserved to the Governor, 
the name of the court out of which this secular 
jurisdiction arose was retained. This record-book 
of a public court passed out of the county clerk’s 
office with the retiring clerk in 1811, and was for 
many years lost to the public among the papers of 
his family, until in 1871 it was restored to its official 
resting-place. Mr. Pelletreau has edited this valu- 
able collection with his usual accuracy, and has en- 
riched it with genealogical and historical notes, and 
fairly exhaustive indexes of persons and localities. 
The true historian does not fail to appreciate the 
value of such work as this. The publication, in 
accurate reproduction, of such portions of family 
history as our courts preserve in their records of 
marriages, probates, and even litigation, will aid in 
an important side-study of the social and domestic 
life of our forefathers, through which we can best 
come at the very “form and pressure” of their 
age. Perhaps it would have been better not to 
claim that the indexes are exhaustive, as such a 
claim puts the critic on his mettle. A verification 
through the twenty-six references under “ Halsey ” 
and the one hundred and six under “ Howell” dis- 
covers two wrong-references and five omissions. 
This proves only that perfection is not to be ex- 
pected. 





Monuments of  50me months ago (THe Dit, July 
ruined cities 16, 1897) we reviewed the first part 
au of Prof. W. H. Holmes’s “ Archzxo- 
logical Studies among the Ancient Cities of Mexico,” 
issued in the Anthropological Series of the Publica- 
tions of the Field Columbian Museum. The second 
part, now out, continues this valuable work. The 
area studied is not so full of striking ruins as Yuca- 
tan, but presents some most important and interest- 
ing results. Palenque, Mitla, Monte Alban, San 
Juan de Teotihuacan, are all well-known names. 
All but Monte Alban have been frequently described. 
Professor Holmes, however, brings out some points 
of interest which are either new or but little known. 
One or these is the locality of the quarries whence 
the stones for the buildings at Mitla were taken, 
with an account of the mode of work pursued. As 
in Part L., special stress is laid upon constructional 
features. The series of panoramic views is con- 
| tinued. The matter regarding Monte Alban, though 
admittedly fragmentary, is probably greater than 
has before been printed by any student. This 
mighty mass of constructions is one of the most 
significant in Mexico. Within easy walking dis- 
tance of one of the largest cities of the Republie — 
Oaxaca — where several diligent collectors live and 
where an important scientific institute is located, it 
is yet surprisingly little known. From Dupaix to 
Bandelier it was practically neglected. Mr. Ban- 
| delier made a hasty sketch-map and some notes; 
| later Professor Starr added a few items. Mr. 
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Holmes gives the best ground-plan so far presented, 
with a striking panorama. Much remains to be 
done at this interesting site. The latter part of 
Professor Holmes’s work describes a number of 
fine specimens recently secured by the Columbian 
Museum from the Mexican area. The Museum is 
to be congratulated upon so creditable a beginning 
in anthropological publication; and commiserated 
upon losing at this time the services of Professor 
Holmes, who has been a most competent official. 


It is related of Neander, the Church 
historian, that, being ordered to Carls- 
bad for rest under his physician’s 
express injunction to take no books with him, he 
pleaded so earnestly for some mitigation of his sen- 
tence that he was at last grudgingly allowed one 
work wherewith to soothe the tedium of exile. The 
Professor accordingly selected the Fathers, a cart- 
load of whom were found at his door by the dis- 
mayed doctor the next morning. In a case gener- 
ally similar to the foregoing one, Professor Max 
Miller seems to have recently had some notion of 
carrying the “ Rig Veda” with him to a dull water- 
ing-place to which he had been banished, by way of 
arming himself with a little congenial light reading 
against the ennui of enforced idleness. Other coun- 
sels prevailed, however, and in lieu of books he con- 
tented himself with a plentiful supply of pens, ink, 
and paper. The outcome of this expedient is a 
pleasant little volume of memories of “ Auld Lang 
Syne”’—a “small portion,” as the author says, “ of 
the panorama of life which has passed before his 
eyes.” The text is divided into “ Musical Recollec- 
tions,” “ Literary Recollections,” * Recollections of 
Royalties,” etc., and the narrative begins with a 
retrospect of the writer’s childhood in that nest of 
musicians, Dessau, wherefrom we learn, by-the-bye, 
that the distinguished philologist was himself then 
regarded as an “infant prodigy” in the musical 
way, and that in this character he used to be hoisted 
upon a table to warble Handel’s “ Schnell wie des 
Blitzes Strahl,” and other trying arias. Among 
Professor Miller’s musicians are Hiller, Mme. Sonn- 
tag, Mendelssohn, Weber, Jenny Lind, Liszt, Schu- 
mann, and others. His list of literati is a long one, 
comprising such names as Heine, Rickert, Tenny- 
son, Arnold, Froude, Ruskin, Browning, Carlyle, 
Emerson, Holmes, Lowell, Macaulay, Darwin, Hux- 
ley, Faraday, ete. With royalty, Professor Miller 
has come in frequent and agreeable contact, and he 
managed to survive the ordeal even of a meeting 
with the Consecrated Person of Germany himself. 
One of his most cherished memories is that he once 
won a sixpence from the Prince of Wales at whist. 
Professor Miiller assures us that on this occasion, a 
disputed point of play arising, “I held my own, and 
actually appealed to General Bruce!” This was 
true courage. The Professor has the sixpence yet. 
We may say in passing that we forgot to include 
Thackeray in the list of the author's literary peo- 
ple. Of Heine the Professor had but a fleeting 
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glimpse. It was at Paris in 1846, and the poet 
was then nearing his final state of hopeless physical 
collapse. Says the writer: “One afternoon as I 
and my friend were sitting on the Boulevard, sip- 
ping a cup of coffee, ‘Look here,’ he said, ‘there 
comes Heine!’ I jumped up to see, my friend 
stopped him, and told him who I was. It wasa 
sad sight. He was bent down, and dragged him- 
self slowly along, his spare greyish hair was hang- 
ing round his emaciated face, there was no light in 
his eyes. He lifted one of his paralyzed eyelids 
with his hand and looked at me. For a time, like 
the blue sky breaking from behind grey October 
clouds, there passed a friendly expression across his 
face, as if he thought of days long gone by. Then 
he moved on, mumbling a line from Goethe, in a 
deep, broken, and yet clear voice, as if appealing 
for sympathy:—‘ Das Maulthier sucht im Nebel 
seinen Weg.’” A moving picture! Professor Mtl- 
ler’s book (Scribner) is an entertaining pot-pourri 
compounded of pen-pictures of eminent people and 
the club-corner chat of a man of the world and of 
letters. The frontispiece portrait of the author is 
well-made — but why should this venerable Oxford 
professor have thought fit to pose before the cam- 
era in a gala costume that seems about midway be- 
tween a full-dress naval uniform and the toggery of 
a marshal of an Orange parade? 


The “ Heroes of the Nations” series 
(Putnam) is supposed to present 
studies of men and of national con- 
ditions, written in a style both scholarly and popular. 
The latest addition, “The Cid,” by Mr. H. Batler 
Clarke, is without doubt a scholarly work, but it will 
be read with difficulty by persons not familiar with 
the period of Spanish history under consideration. 
The stories of battles, single combats, guerrilla expe- 
ditions, and trials by battle, in which the Cid or his 
companions engaged, while told in a way that leaves 
no doubt of the writer's familiarity with his author- 
ities, do not form any connected whole, and become 
wearisome by the repetition of the details of petty 
fights. The Cid, a soldier of fortune, while prefer- 
ring to use his abilities in the employ of his native 
prince, served all masters as opportunity offered, 
and was equally at home in the camp of the Spaniard 
or the Saracen. The best portion of the book is 
that relating to the service rendered by the Cid to 
Mohammedan rulers, and is a clear statement of 
conditions existing in the various Saracen King- 
doms, and of the relations between a ruling Moham- 
medan and a subject Christian population. 


Under the title “The Sacrifice of a 
Throne” (Bonnell, Silver & Co.) 
Mr. H. Remsen Waterhouse has 
written a book which purports to narrate the events 
leading to the brief occupancy of the Spanish throne 
by Amadeus, second son of Victor Emanuel I., King 
of Italy. Events there are in plenty, accurately 
stated in painstaking detail, yet leaving the reader 
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relative importance. No interpretation of them is 
given, nor is there any statement of the conditions 
in Spain which caused the fall of the Bourbons and 
made impossible the success of Amadeus’s govern- 
ment. In one chapter only is there any approach 
to a true historical method ; and even here the chief 
value is to be found in the translation of documents, 
and of speeches by the King and members of the 
Cortes, in reference to the abdication. The author 
worships his hero, and endows him with all the 
virtues, physical courage in particular ; but fails to 
show him possessed of either statesmanlike qualities 
or governing ability. As an historical monograph 
on an interesting epoch of Spanish history, or as a 
character study, the book does not meet the require- 
ments of the case. Yet for those who are interested 
in a prince per se, and care to read petty personal 
characteristics, the author, in somewhat pompous 
style and with a lack of connectiveness which is often 
exasperating, has furnished some interesting matter. 


BRIEFER MENTION. 


The “ comic history” is a dreary sort of fooling at 
its best, and we cannot give a very cordial welcome to 
the latest example of that species of humor. Mr. 
Charles M. Snyder is the author, and his book is a 
“Comic History of Greece” (Lippineott). The sort of 
thing he gives us to the amount of four or five hundred 
pages may be illustrated by a specimen taken at ran- 
dom : “ The soil of Greece was principally the result of 
contact with the Persians, who soiled everything on 
which they laid hands. Very little could be raised upon 
it except levies and a particularly violent species of 
Cain.” Of such cheap journalistic wit is this volume 
all compact, and the illustrations are as cheap and vul- 
gar as the text. 

Mr. L. H. Bailey, with a certain amount of specialist 
collaboration, has produced in “ Garden-Making ” (Mac- 
millan) a complete vade mecum for the amateur who is 
fortunate enough to have a cultivable plot of ground 
about his house. The little book is simply packed with 
information about the treatment of flowers and orna- 
mental shrubs, of fruits and vegetables, all extremely 
practical in its form of statement, yet having an eye 
constantly fixed upon the esthetic side of the subject. 
A more useful book of its sort we have never seen, or 
one more indispensable to the amateur gardener. The 
same writer's “ First Lessons with Plants” (Macmillan) 
is an equally admirable work, being addressed to teach- 
ers of very young people, and designed as a help in 
what it is the fashion of the day to call “nature study” 
in the elementary schouls. 

“The Miniature Oxford Horace,” just published by 
Mr. Henry Frowde, includes the complete works of the 
poet, edited by the Dean of Lincoln, in one small vol- 
ume of pocketable size. There is not a word of En- 
glish anywhere in or about the book. Annotation is 
reduced to a minimum, being confined to an occasional 
variant reading, but the text is printed upon writing 


paper with margins wide enough to permit the owner 
to make his own notes. 





ANNOUNCEMENTS OF SPRING BOOKS, 


Tue Dru presents herewith its annual list of books 
announced for Spring publication, and believes it will 
be found as comprehensive and full of interest to book- 
buyers as any yet published in these columns. It con- 
tains over 600 titles, 100 more than last year’s list,— 
and represents 68 publishers. It is intended that no 
book published prior to March 1 be included in this 
list, and all the books here given are presumably new 
books — new editions not being included unless having 
new form or matter. A list of announcements of the 
English publishers is given in the English correspond- 
ence (page 175). 


BroGRAPHY AND MEmorkrs. 


Stonewall Jackson, by Lieut.-Col. G. F. N. Henderson, 2 vols., 
with rait and maps.— The Life of Admiral Dunean 
first Viscount Camperdown, by his grandson, the Earl of 
Camperdown, with portraits.—A Memoir of Major-General 
Sir Henry Creswick Rawlinson, Bart., by George Rawlin- 
son, M.A., Canon of Canterbury, with portraits.— The Life 
and Letters of Henry Reeve, C.B., by J. K. Laughton, 
M.A.— The Life and Letters of Sir George Savile, Bar- 
onet, first uis of Halifax, with a new edition of his 
works now for the first time collected and revised, by H. C. 
Foxcroft, 2 vols.— The Memoirs of a Highland Lady, the 
autobiography of Elizabeth Grant of Rothiermurchas, 
afterwards Mrs. Smith of Baltiboys, 1797-1830, edited by 
Lady Strachey, $3.50. (Longmans, Green, & Co.) 

Cheerful Yesterdays, by Thomas Wentworth Higginson, $2. 
—** English Leaders of Religion,’’ new vol.: Thomas Cran- 
mer, $1.25. (Houghton, Mifflin & Co.) 

The Life of Charles png nies, SP aan with his 
correspondence and public papers, edi y Kate Mason 
Rowland, 2 vols., illus., $6.—** American Men of En- 

.”’ first vol.: Benjamin Franklin, by Edward Robins.— 
Heroes of the Reformation,” first vol.: Martin Luther 
by Henry E. Jacobs, D.D., illus., $1.50.— The Life of 
ow radley Plant, by G. Hutchinson Smyth, D.D., 
with portraits.— The Life and Correspondence of Rufus 
King, edited by his grandson, Charles R. King, M.D., 
Vol. V., $5. (a. P. Putnam's Sons. ) 

Here and There and Everywhere, reminiscences, by Mrs. M. E. 
W. Sherwood, with portraits, $2.50. (H.S. Stone & Co.) 

Joseph Jefferson at Home, by Nathan Haskell Dole, illus, 
from photographs, $1.50. (Estes & Lauriat. ) 

Brief Lives, chiefly of contemporaries, set down by John 
Aubrey between the years 1669 and 16%, edited from the 
author’s MSS. by Andrew Clark, 2 vols., with facsimiles. 
(Oxford University Press.) 

Memoirs of James Kent, LL.D., late Chancellor of the State 
of New York, by his great- son, William Kent, with 
portrait. (Little, Brown, & Co.) 

Napoleon III. and his Court, by Imbert de St. Amand, illus., 

1.50.— The Eugene Field I Knew, by Francis Wilson, 
illus., $1.25; also a limited edition, with special features, 
$4. net. (Chas. Scribner’s Sons. ) 

Washington after the Revolution, 1784-1799, by William S. 
Baker, $2.50. (J. B. Lippincott Co.) 

“ Foreign Statesmen,”’ new vols.: Mirabeau, by P. F. Willert ; 
Mazarin, by Arthur Hassall ; Louis XIV., by H. O. Wake- 
man ; per vol., 75 cts.—Social Hours with Celebrities, by the 
late Mrs. W. Pitt-Byrne, edited by her sister, Miss R. H. 
Busk, 2 vols., illus. (Macmillan Co.) 

The Life of Saladin, by Beha ed. Din (1137-1193 A.D.), com- 

with the original Arabic and annotated by Lieut.-Col. 

nder, LL.D., $3.50.— Life of Hogarth, by Austin Dob- 

son, new and enlarged edition, illus., $4.50. (New Am- 
sterdam Book Co.) 

The First American Itinerant of Methodism ( William Wat- 
ters), by Rev. D. A. Watters, B.D. (Curts & Jennings.) 

The Autobiography of Charles H. Spurgeon, compiled by his 
wife and private secretary, 4 vols., illus. (F. H. Revell Co.) 

Memorial of the Rev. Nathaniel G. Clark, D.D., by his widow, 
$1. — Recollections of a Nonagenarian, an autobiography 
by Rev. J. C. Holbrook, $1. (Congregational S. 5. and 
Pub’g Society.) 

ne Field in his Home, by Ida Comstock Below. (E. P. 
tton & Co.) 
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History. Worldly Ways and Byways, by Eliot (“An Idler”), 
“Story of the Nations,” new vols.: The Building of the $1.25.— 


British Empire, 1558-1895, by Alfred Thomas Story, 2 vols.; 
The Suey tS of the Franks, by Lewis Sergeant ; Modern 
Spain, b A.S. Hume ; each illus., per vol., $1.50. 
— The Barat vet Development of Modern Europe, 1815- 
1880, by Charles M. Andrews, Part II., from 1850 to the 

resent time, $2.50.— A work of the Parish of thd 
Phareb i in the City of New York, compiled and edited b 
Morgan Dix, S.T.D., 3 vols., 


us.— Rome and the Evie 
by Emile Thomas. “(G. P. Yoana’ 8 Sons. ) 


The Story of the Malakand Field Force, 1897, by Winston L. 

ncer Churchill, with maps and plans.— Drake and the 

Ted dor Navy, with a history of the rise of England as a 

maritime power, by Julian Corbett, 2 vols., illus. (Long- 
mans, Green, 0.) 

The First Republic in America, by Alexander Brown, D.C.L., 
with portrait, $7.50 net.— The Pilgrims in their Three 
Homes, England, Holland, and p Reine my by William Elliot 
Griffis, illus., 75 cts. ( Houghton, Mifflin & Co. ) 

The Founding of the German Empire by William I., by Hein- 
rich von Sybel, trans. by Helene Schimmel fening White, 
Vol. VIL., completing the work, $2. (T. Y. Crowell & Co.) 

The Diplomatic Eatery ¢ America, its first chapter (1452- 
1493-1494), er Harrisse, with map, limited edition, 
$2.50 net. ead & Co.) 

American History Told by Contemporaries, edited by Albert 
Bashnell Hart, Vol. I[L., National Expansion, 1783-1845; 
Vol. IV. , Welding of the Nation, 1846-1896 ; per vol., $2! 
(Macmillan Co.) 

A History of the United States Navy, by Edgar S. Maclay, 
pew edition, revised and enlarged.— A French Volunteer 
in the War of Independence ‘ the Chevalier de Pon 
baud) trans. and edited by Robert B. Douglas. ( 
Appleton & Co.) 

History of the ve oat Navy, from the earliest times to ~ 
present day, edited by William Laird Clowes, Vol. 
(Little, Brown, & Co.) 

True History of the Missouri Compromise and its Repeal, by 
Mrs. Archibald Dixon, $4. (Robt. Clarke Co.) 

The Fall of Rome, and the rise of the new nationalities, by 
John G. Sheppard, $1.50. (Geo. Routledge & Sons. ) 

History of the People of ——“ from the beginning to the 
destraction of Jerusalem, by Prof. Carl Heinrich Cornill, 
$1.50. (Open Court Pub’g Co.) 

A History of our Country, by Edward S. Ellis, A.M., illus., 
$i. net. (Lee & Shepard.) 

“Studies in Historical and Political Science,” new vols.: 
England's Industrial Experiments i in the American Colo- 
nies, by Eleanor L.. Lord ; West Florida in its Relation to 
the Historical Costeauhe of the United States, by H. E. 
Chambers; Anti-Slavery Leaders of North Carolina, by 
J.S. Bassett ; Life and Administration of Sir Robert Eden, 
by B.C. Steiner; The Transition of North Carolina from a 
Colony to a State, by E. W. Sikes; History of State Bank- 
ing in —— by A. C. Bryan; The Maryland and Vir- 

nia Boundary Controversy, by —" . healton; The 
abadist Colony in Maryland. , Ae B. James; ‘Early 
Development of Chesapeake & hio Canal Project, by 
G. W. W (Johns Hopkins Press.) 
The Jesuit Relations and Allied Documents, edited by Reuben 


Gold Thwaites, Vols. XV. to XXV., per vol., $3.50. 
(Burrows Bros. Co.) 
The Founders of Rome, by George S. Potter, 25 cts. (Peter 


Paul Book Co.) 
GENERAL LITERATURE. 

Robert Burns and Mrs. Dunlop, correspondence now published 
for the first time, with elucidations aT William Wallace, 
2 vols., illus. in photogravure, $5.— Wisdom and Destiny, 
essays, by Maurice Maeterlinck, $1. 75.—Charles Dickens, 
a critical study, by George Gissing, $2. (Dodd, Mead & Co.) 

Branetiére’s Manual of the History of French Literature, 
authorized translation, with portraits. (T. Y. Crowell & Co.) 

* Literatures of the World,”’ new vol.: Italian Literature, by 
Richard Garnett. (D. Appleton & Co.) 

Letters of Victor Hugo, edited by Paul Meurice, second series, 
$3.— The Old Rome and the New, and other studies, by 
William J. Stillman, $2.— French Essayists and Romancers, 
by Mdlle. Yetta Blaze de Bury.— The Children of the 
Future, by Nora A. Smith, $1. (Houghton, Mifflin & Co.) 

The Writings of Thomas Jefferson, edited by Paul Leicester 
Ford, Vol. 1X., $5.— Matthew Arnold and the Spirit of the 
Age, papers of the English Club of Sewanee, edited by 
Rev. Greenough White, A.M. (G. P. Putnam’s Sons.) 








C) | at Sex, y Helen 
** Warwick —— lish 


atterson Moody.— 
Literature,’”’ new vol.: En- 
uction by H. A: Evans, $1.50.— 
agiesen, . Seott Clark. (Chas. 


lections f e@ Prose and Poetry of Walt Whitman, 
edited % + A A Triggs, Ph.D., with portrait, $1.25, 
—The Birth of Galahad, a romantic drama, by Richard 
Bovey, $1.50, — n > a Children! 3 a by 
wob, trans. en reene, $1. net. (Small, 
Maynard & Co.) P ~ 2» . 
Plays, Pleasant a Unpleasant, by G. Sy wy Shaw, 2 vols., 
with portrait, $2.50. (H. 5S. Stone & 
Summer Moths, a y, by William ERS $1.25,.— 
Jou — for’ omen, by E. A. Bennett, 75 cts. (John 


lates Yerba, a book of verse in praise of tobacco = 
smoking, by William L. Shoemaker, $1.— Our lady’ 
Tumbler, a tale of ry France, trans. by Isa 
Butler, 75 cts. (Copeland & Day.) 

Gladstone, and other addresses, by Kerr Boyce Tupper, D.D., 
$1. — Current Questions for Thinking Men, by R. s. 
McArthur, D.D., $1.50. — Ideas from Nature, by Prof. 
Esai Elder, 75 cts. (Am. Baptist Pub’n Society.) 

An mination of the Charge of ay against Words- 
wo y W. Hale White. (Longmans, G reen, & Co.) 
The Gods ye! our Fathers, a study in Saxon mythology, by 
Herman I. Stern. — Elements of ~yy 4 Criticiam,’ by 

Charles F. Johnson, 80 cts. 

The Cruel Side of War, letters from the > Se of the 


United States Sani Commission during the Peninsular 

Campaign in 1862, b tharine Prescot Prescott Wormeley, with 
peenalee, $1.25.— The World Beautiful, third series, +“ 
lian Whiting, $1. (Roberts Bros.) 


How to Study Shak by William H. Fleming, with 
piandacticn by Ww. 7 . 


e, Litt.D., $1. (Doubleday & 
McClure Co. 


Sixteenth Report of the Dante § ee of Combsides, Maw 
containing papers by Paget To Theodore W. 
Koch. (Ginn & Co.) 

The Vampire, be Redyard Kipling, decorated by Blanche 
McManus, 75 —A Canticle of Wine, trans. from the 
Latin by R. W ne decorated by Blanche McManus, 
75 cts.— The Curé’s Mignonette, from the French of Ana- 
tole France, decorated by Blanche McManus, 50 cts. (M. F. 
Mansfield. ) 

The Pinero Birthday Book, compiled from the plays of Arthur 
Pinero.— Alabama, a drama, by Augustus (R. H. 
Russell. ) 

A Thousand and One Gems of English Poetry, compiled by 
Charles Mackay, new enlarged edition, illus., $2. (Geo. 
Routledge & Sons. ) 

Daydreams of a Doctor, by Dr. C. Barlow, illus., $1.25. (Peter 

‘aul Book Co.) 

The Philopolist or —~ Lover, by Charles Frederick Goss, $1. 

(Robt. Clarke C 
PorTRY. 

Odes in Contribution to the Song of French History, by George 
Meredith, $1.50. (Chas. Seribner’s Sons.) 

Ireland, with other poems, by iy ° Johnson, $1.50. — The 

arvest, and other poems, by Duncan Campbell Scott, 
$1.25.—Songs from the Ghetto, by Morris Rosenfeld, $1.25. 
— Impressions, a book of verse, by Lilla Cabot Perry, 
$1.25. (Copeland & Day.) 

Admirals All, and other poems, by Henry Newbolt, 35 cts. 
(John Lane.) 

In this our World, by ~ ey Perkins Stetson, new edition 
revised and enlarged, with —— $1.25. — Northland 
Lyrics, by William Carman Roberts, Theodore Roberts, 
and Elizabeth Roberts MacDonald, selected and arranged, 
with a prologue, by Charles G. D. ‘Roberts, with epilogue 
by Bliss Carman, $1.50. (Small, Maynard & Co.) 

The Slopes of Helicon, by Lloyd Mifflin, illus., $1.25.—Songs 
of Two Peoples, by James Riley, illus., $1. 25. (Estes & 
Lauriat. ) 

New York Nocturnes, and other poems, by Charles G. D. 

_ Roberts, $1. net.—By the Aurelian Wall, and eT ‘Ohm 
by Bliss Carman, $1. net. (Lamson, Wolffe, & Co.) 

Poems, by Florence Earle Coates, $1.25. (Houghton, Mifflin 
& 


Co.) 

Poems. e Robert Burns Wilson, illus. we and Shadows, 
by Madison Cawein. ) 

Poems, by Philip Becker Goetz. 


(R. H. Russell 
(Richard G. Badger & Co.) 
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The Bab Ballads, by W. S. Gilbert, new edition, revised by 
the author, $3. (Geo. Routledge & Sons. ) ~ 

Heartsease, end other verses, by Jessie Hevten, $1. — The 
Nineteenth Century, and other poems, by Wm. A. Maline, 
$1. (Burrows Bros. Co.) 

“Weh Down Souf,”’ a book of poems, by Daniel Webster 
Davis, $1. ee ee 

The Gotham of Yasmar, a satire, by N. J. Clodfelter, $1. 
(Peter Paul Book Co.) — + on 

Comf and oth nson, new 

—~ ad pn Aig SY Denacil Silver & Co.) 


FIcTIon. 
Evelyn | , by George Moore.—The Terror, by Félix Gras, 
‘ane. 7 Catharine A. Janvier. — Her Memory, by 
—The Standard Bearer, by S. S.R. Cn Crock- 


—— Be Zocel Bi by Grant Allen. ~~ Familias, 
Ada Cambridge. — The "yr by F. Frankfort 
 £., —The Gospel Writ in Steel, by Arthur Paterson.— 


Torn Sails, by Allen Raine. — New library edition of Gil- 
bert Parker’s novels, revised and enlarged, 4 vols. (D. 
Appleton & Co.) 
A new novel by Mrs. — hry Ward. — Paris, by Emile 
Zola, trans. by izetelly. — The Loves of = 
Lady Arabella, by Mall Elliott Seawell. —Tales Told ina 
Coffee House, Turkish tales, collected and done into En- 
ish by Cyrus Adler ry ay Ramsay.— The General 
*s Story, or Old Time Reminiscences of Railroad- 
in the United States, a matey E. Hamblen, illus.— 
The Gospel of Freedom, by Robert Herrick.— At You All’s 
House, by James Newton Baskett.— New edition of Gilbert 
Parker's = ve Lp em ry Le  - 4 
tory,”’ new vo panis' scovery nest, by 
Grace King; Californian History and Explorations, b 
Charles H inn ; Stories of American Pirates, by Fran 


Thomas Weatworth jae Rey ; each illus. (Macmillan 

Dreamers of the Ghetto, by I. Zangwill, $1.50. ~— The War 2 
the Worlds, by H. G. Wells, illus.— Spun- Yarn, sea stories, 
by Morgan Kobertson, — Wi .25.— The Golficide, and 
tn tales of the fair W. G. Van Tassel Sutphen, 
illus., $1. — Ghosts | Have "Mee. and some others, by roe 

endrick Bangs, illus. — The Vi intage, a romance of the 
Greek wee of — 4} by E. F. Benson, illus., $1.50. 
_ —— the Sargasso Sea, by Thomas A, Janvier. —Silence, 
and other stories, by Mary E. Wilkins, | , $1.25. — The 
Hundred, and other stories, by Gertrude Hall, illus. 
( Harper « Bros.) 

Rupert of Hentzau, a sequel to ** The Prisoner of Zenda,”’ by 
Anthony Hope, illus. — The Durket Sperret, a romance of 
Re Cumberland mountains, by Sarah Barnwell Elliott.— 

re Wille 'N a cockney boy, by Edwin Pugh, 4) in color 
illiam Nicholson. — King Circumstance, by Edwin 
Pgh —Her ys “a4 8 Elephant, by David Dwight Wells. 
e Fire of Life, a novel of modern English society, by 
Kenneth Burrow.— Fgh ting for Favor, a tale of pirates on 
the Scotch coast, by G. Tarbet. (Henry Holt & Co.) 
on West, \ ianee Dives, by ey y= oat illus., 
1.50.— Penelope's Progress, by Kate Douglas 2, 
$1.25.— Tales of the Home Folks in Peace and wate 
Joel Chandler Harris, illus., $1.50.— From the Other Side, 
stories of transatlantic travel, by Henry B. Fuller, $1 25. 
— Tales of Trail and Town, by Bret Harte, $1.25.— At the 
Sign of the Silver ‘Crescent, by Helen Choate Prince, $1.25, 
he Imported Bridegroom, and other stories, by Abra- 

ham Cahan, $1. (Houghton, Mifflin & Co.) 

The Wage Earner, by Alphonse Daudet, authorized American 
edition. — Beleaguered, a story of the Uplands of Baden in 
the 17th century, by Herman T. Koerner, illus., $1.50. — 
Boston Neighbors, in town and out, by Agnes Blake Poor, 
$1.25.— In the Midst of Life, tales of soldiers and civilians, 
by Ambrose Bierce, $1.25.—'* Hudson Library,”’ new vols.: 
Lost Man's Lane, by Anna Katharine Green ; If Only the 
Dreams Abide, by Hester = Oakley ; The Chase of 
an Heiress, by C Reid; per vol., 50 cts. (G. P, 
Putnam's Sons. ) 

The Charmen, a seaside ane, ps, es Shan F. Bullock, $1.25. 

— The Beetle, a myetery. Marsh, illus., $1.50. 
— The Builders, by J ye my %- 50.— The ‘Lady’ 8 
Walk, by Mrs. Oliphant. $1.50. (M. F. Mansfield.) 





The Romance of Zion , by Richard Le Gallienne, $1.50. 
—The Heart of Miranda, and o other stories, . B. Mar- 
riott 


ship, by Thomas Cobb, $1.— The S — Wine, by Frank 
Mathew, $1.— The Child Who Will Never Grow Old, by 
K. King, $1.25.—Cecelia, by Stanley V. Makower, 


y 
Marshall, $1.50.—Comedies and Errors, by Henry Harland, 
$1.50. = Some Notes of » Struggling nius, by G. S, 
on ain English Robert Hich- 

The lg a novel society, rt Hi 

— Priscilla’s Love-Story, by Harriet Prescott 
pera $1. (H.S. Stone & Co.) 

The Girl at Cobhurst. by Frank R. Stockton, $1.50.—Novels 
and stories by *Q”’ (A. T. Quiller-Couch), new uniform 
edition, 9 vols., each $1. ty = the City Room, news- 

r stories, by Elizabeth C. Jordan, $1.—The Dull Miss 
Achinard, by Anne Douglas Sedgwick.— Tales of Unrest, 
by Joseph Conrad, $1.50. (Chas. Scribner’s Sons.) 

™~ Sundering Flood, a romance, by William Morris, $2.25. 

( Longmans, Green, *& Co.) 

The Peacemakers, b John St Winter.—The Track of a 
Storm, by Owen Hall.—Ray’s ruit, by Captain Charles 
King, il > 75 eta.— Madam of the Ivies, by Elizabeth 

ig ge Train, $1. 25. — Vicar, by Joseph Hatton, $1.25. 


ne King’s Hone edem. by John Fourcade Fraser. — The 
Du of aG , a musical story, by Mrs. Frances Blun- 
dell.—Hassan, a Fellah, a romance of Palestine, b Henry 
Gillman.— With Fire and Sword, by Henryk Sienkiewicz, 
new popular edition. ( Little, Brown, & Co. ) 

Marbeau Cousins, by Harry Stillwell eg peg $1.—The Wa- 
ters of Caney Fork, by Opie Read, $1.— In the Swim, b 
Col. Richard Henry Savage, $1.—A Valuable Life, by Ad- 
eline Sergeant, $1.— For Love of a Bedouin Maid, by Le 
Voleur, $1.—Under the Ban, by Teresa Hammond ‘Strick- 
land, $1. ae ds, by Frederick R. Burton, ar _ 
Woman ow, by Arabella Kenealy, $1.— 
Jaffrey’s Wife. by A. W. Marchmont, 25 cts.—Half town 

the World to Find a Husband, by May Cromelin, 25 cts. 
i Promise True, by Dora ussell, 25 cts. (Rand, 
MeNally & Co.) 

The Open Boat, and other stories, by Stephen Crane, $1.— 

The Spirit of Sweet Water, by lin Garland, illus. in 

togravure, 50 cts. — A Minister of the World, by Caro- 
ine Atwater Mason, illus. in photogravure, 50 cts. 
(Doubleday & McClure Co.) 

Folks from Dixie, by Paul Laurence Dunbar, illus. by Kemble, 
$1.25. — American Wives and English Husbands, by Ger- 
trude Atherton, $1.50.—- The Children of the Sea, a tale of 
oe forecastle, by Joseph Conrad, $1.25. (Dodd, Mead 

John Gilbert, Yeoman, an historical romance, by R. G. Soans, 
with frontispiece, $1 50.— The Stolen Fiddle, a story of 
mystery, by W. H. Mayson, $1.25. (F. Warne & Co.) 

Pearce Amerson’s Will, by Richard Malcolm Johnston, illus., 
$1 .25.—A volume of stories, by Robert Herrick. (Way & 
Williams. ) 

7: and Rowe, & a yy with mg 

— The ey len Dromgoole 
(Estes & Lauriat.) , 

The Man who Worked for Collister, and other stories, by 
Mary Tracy Earle, $1.25. (Copeland & Day.) 

The Sister of Evangeline, an Arcadian romance, by Charles 
G. D. Roberts, illus., $1.50.— A Man-at-Arms, a romance 
of Italy in the 14th h Century, by Clinton Scollard, $1 50.— 
Ye Lyttle Salem Maide, Pauline Bradford Mackie, 
$1.50.—The Gray — of ne af the G uarries, by Mary Harriet 
Norris, 2 vols., $2. Wau e, & Co.) 

The Continental of hee a semance of the Revolution, by 
R. N. Stephens, illus. — In King’s Houses, a historical ro- 
mance, by Mrs. Julia C. R. Dorr, illus.— Rose & Charlitte, 
a romance of Arcadia, by Marshail Saunders, illus.— Bobby 
McDuff, by Clinton Ross. (L. C. Page & Co.) 

Meir Ezofovitch, a romance of Jewish life in Poland, by Eliza 
a trans. by Iza Young, illus., $1.50. (W. L. Alli- 





In be Depths of the First Degree, a Majestend novel, by James 
Doran, $1.50. (Peter Paul Book Co 

The Haunts of Men, by Robert W. a a $1.25.— Javan- 
Ben-Seir, by Walker Kennedy, 75 cts. (F. A. Stokes Co.) 

A Man of the Moors, by Halliwell Sutcliffe, $1.50. (New 
Amsterdam Book Co. } 
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Cape Cod Week, by Annie Eliot Trumbull. — Rod’s Salva- 
tion, by Annie Eliot Trumbull, illus. (A.S. Barnes & Co.) 

The Man Who Outlived Himself, by Albion W. Tourgée, 
75 cts. (Fords, Howard & Hulbert.) 

Victor Serenus, a story of the Pauline Era, by Henry Wood, 
$1.50. (Lee & Shepard.) 

Belle, by the author of ** Miss Toosey’s Mission,’’ illus., $1. 
(Roberts Bros. ) 

A Pedigree in Pawn, by Arthur Henry Veysey.— Two Odd 
Girls, by John A. ey — With Gyves of ald, or Regen- 
eration, by Log Sey Herbert Bowers. — ‘* When Lovely 
Woman —.,”’ by Karl Kingshead. (G. W. Dillingham Co.) 

A Little Lady, Myself, and other stories, by Thomas W. 
Hall, illus., $1.50. — A volume of short stories, by Thomas 
W. Hall, illus., $1. 50. (E. R. Herrick & Co.) 

Novels by Fortuné Du Boisgobey, trans. by H. L. Williams, 
comprising: Married for Love, The Half-Sister's Secret, 
The Bride of a i ; 3 vols., each, $1.50. (Geo. Routledge 


& Sons.) 
Mrs. J. H. Needell, $1.25. — Preston 


Unequally Yoked, 
Tower, by Jets M . E. Saxby, $1.25. —Amon ~ Sienties, 


by A. C. Hertford, $1.25. (A. 1. Bradley 
Her Twenty Heathen, missionary stories, 25 ~' ewe 
gational 5. S. & Pub’g — 
Social Tragedies, b . Satterthwaite, M.D., $1.— Isaac 
engen Se the Lay: by Thomas Mathew, 50 ets. (W. B. 
key Co 


Trave AND DESCRIPTION. 

Northward over the ‘“* Great Ice,”” by Lieutenant Robert E. 
Peary, 2 vols., illus. (F. A. Stokes Co.) 

From Tonkin to India, a narrative of travel and adventure in 
the far east, by Prince Henri d’Orléans, trans. from the 
French, illus., $5. net. — With the Conquering Turk, by 

. W. Steevens, with maps, $2.— Across the Sub-Arctics of 
Canada, 3,200 miles by canal and snowshoe through the 
home oe. by J. W. Tyrrell, C. E., illus., $2. ( d, 


Alaska, its history, climate, and resources, by Hon. A. P. 
Swineford, ex- Sovemnee of Alaska, illus., $1.—Glimpses of 
Alaska and the Klondike, 100 photographic views b 
Veazie W ilson, compiled by Esther Lyon, 25 cts. Rand. 
MeNally & Co.) 

° "7 ‘Explorer Series,”’ edited by Dr. ae Coues, 
first vol.: The Journal of Jacob Fowler and his travels 
from ye een through Indian Territory, Oklahoma, 
Kansas, Colorado, and New ev 1821-1822, limited 
edition, $3. (Francis P. Harper. 

The Awakening of a Nation, Mexico of to-day, by Charles 
F. Lummis, illus., $2.50.— Through the Gold-Fields of 
Alaska to Bering Straits, by Harry de Windt, F.R.GS., 
illus. (Harper & Bros.) 

Venice of To-day, by F. Hopkinson Smith, illus. by the au- 
thor. (R. H. Russell.) 

Eastern Journeys, by Charles A. Dana. —Appletons’ Diction- 
ary of New York, ** Greater New York "’ edition.—Apple- 
tons’ Guide to Alaska. by Miss E. R. Scidmore, revised 
edition. — Appletons’ General Guide to the United States 
and Canada, revised edition.—Appletons’ Canadian Guide- 
Book, revised edition. (D. Appleton & Co.) 

The Isles and Shrines of Greece, by Hon. Samuel Barrows, 
illus., $2. (Roberts Bros.) 

Marching with Gomez, a war correspondent’s field note-book, 
by Grover Flint, with introduction by John Fiske, illus., 
$1.50. (Lamson, Wolffe, & Co.) 

Italy and the Italians, by George B. Taylor, D.D., illus. (Am. 

ptist Pub’n Society.) 

A Satchel Guide, for the vacation tourist in England, new 
revised edition for 1898, with maps, $1.50 net. (Houghton, 
Mifflin & Co.) 

The Complete Pocket Guide to Europe, by Edmund Clarence 
Stedman and Dr. Thomas L. Stedman. revised and brought 
down to date, $1.25. (Wm. R. Jenkins.) 

Geographical and Statistical Notes on Mexico, and Coffee and 
India-Rubber Culture in Mexico, by Matias Romero. (G. P. 
Patnam’s Sons. ) 

Haleyon Days in Norway, France, and the Dolomites, b bd des 
liam Bement Lent, illus., $1.50. (Bonnell, Silver 


ART AND ArRcH2Z OLOGY. — Music. 


What Is Art? by Count Lyof N. Tolstoi, authorized transla- 
tion by Aylmer Mande. (T. Y. Crowell & Co.) 


Social Pictorial Satire, reminiscences and appreciations of 
English illustrators of the past generation, by George du 
(Harper & Bros.) 


Maurier, illus., $1.50. 








fret vole: The Hi 

rst vol History of the ion of Ancient 

Rome, by R. Lanciani; Homeric Antiquities. by Thomas 
oy ved Greek Private Life by John Williams White ; 
The Acro polis of Ath by Martin L. D’Ooge; Greek 

Aectientate, by A ( Macmillan Go.) 


Etchi = A and Other Methods of Prin ny 
een — Strang, $7.50. 0. iNew Am- 


ia Boo 
Music and Musicians, by Albert Lavignac, trans. by William 
archon, edited by, i ‘ Krehbiel, illus. Gieay Holt 
Music, how it came to be what it is, by Hannah Smith, illus., 
$1.25 net. (Chas. Scribner’s Sons. ) 
PHILOSOPHY AND PsycHoLoey. 


The Origin and Growth of the Moral ostiont, tw ~ mg 
P&E Co) y 


Greek Tragedy in the Light of Vase Paintings, by J. H. Hud- 
3 Handbooks of Archwology and A 


» , Green, & 

Kant, his Life mah his Teaching by Dr. aoe i 
by Nicholas M Butler, ; D. — Instinct and Reason, 
by Henry —_ . (Maemillan Co.) 

Studies of Good ~~ Bra» Prof. Josiah Royce. — The Play 
of Animals, 5 Ai. arl Groos, with introduction by 
Prof. J. Mark ldvia. (D. Appleton & Co.) 

The Evolution of General Ideas, by Prof. Th. Ribot, author- 
ized translation, $1.50. (Open Court Pub’g Co.) 


ScreNncE AND NATURE. 


How to Name the Birds, by H. E. Parkhurst. — An Illus- 
trated i by Nathaniel Lord Britton and Addison 
Brown, Vol. III., Dogbane to Me =p $3. net. — The Dis- 
charge of Electricity in Gases, by J. J. Thomson, M.A., 
$1. net. (Chas. Seribner’s Sons. ) 

Bird Studies, an account of the land birds of Eastern North 
America, by William E. D. Scott, illus.— Wild Flowers of 
the Northeastern States, drawn and described from life, by 
Ellen Miller and Margaret C. Whiting, $4.50. (G. P P Bee. 
nam’s Sons.) 

**Rural Science Series,’”’ edited by Pat. L. H. Bailey, new 


vols.: Physiol of Plants, b C. Arthur; The — 
ciples of Breeding Animals, Low 


H. Brewer; 
Fruits, by F. W. Card.— The ether of Our ieee 
Fruits, by L. n Baier —* ” a Craft Series,’’ new 
vol.: The Pruning Boo! 


H. Bailey, illus.— Four- 
Footed Americans, with theie Ye -footed and wing-handed 
kin, 2 Mabel Osgood Wright, edited by Frank M. Chap- 
man, illus.—A Text-Book of Botan Dr —— 

Strasburger, Dr. Fritz Noll, and pr Tin trans. b le 

H. C. Porter, illus. in colors, ete. — A Text-Book of a 

mology, by A. S. Packard.— A Text-Book of Metallurgy, 

by Carl Schnabel, trans. and — Henry Louis, 

2 vols., illus.— — Sedgwick’ 5 Zoblogy, % Claus _ H. 

wick, new revised edition.— yee t-Book of Ph 
ology. by Bi by British physiologists, edited by E. A. er, 
Pee hysiology, an outline of the science of 
life, by Max Verworn, M.D)., trans. and edited by Fred- 
eric 5. Ph.D.— The Geometry of Position, by Dr. 
Theodore Reye, trans. by Thomas F. Holgate, Ph.D., 
Part I. Pe es yo Analysis, ve, 5. B. Smith, Vol. L 
— The Design and Construction of Power Plants, 
Bion J. Arnold.— The Storage Battery, b — 
Tread readwell, Jr. — Sone on Heat, pee rue. by CHB 
baum, edited by R. C. Carpenter. Co. ) 
Outlines of the Earth’s —4 5 by Prt N.S. Shaler, illus. 
— The Art of Taxidermy, by John Rowley, illus.— Famil- 
iar Life in Field and ry by F. Schuyler Mathews, 
illus.—‘* Library of Useful Stories,” new vol.: The Story 
of Animal Life in the Sea, by Sydney J. Hickson. (D. Ap- 
pleton & Co.) 

Stars and rer a handy book of astronomy, by David 
A M.A., ‘and William T. Lynn, F.R.A.S., illus., $2. 
(Roberts Bros. ) 

On the Birds’ Highway, by Reginald H. Howe, Jr., illus. in 
colors, ete., $2. (Copeland & Day.) 

The Silva of North America, by Chace ne Soenpne Sergent, 
Vol. XL., Conifers, illus., $25 the Low 
Observatory, Vol. I., illus. Houghton Min & Co.) 

The Angora Goat, and a paper on the Ostrich, by S. C. Cron- 
wright Schreiner. (Longmans, Green, & Co.) 

Introduction to North American Archwology, by Prof. Cyrus 

Thomas. (Robt. Clarke Co.) 

Coal Spot, by William Jasper Nicolls. (J. B. Lippin- 

cott -) 








—— 























198 THE DIAL [March 16, 








Eur-Aryan Roots, with their English derivitives systematic- 
ally arranged and compared with ing words in 
a eoguate languages, by J. Baly, Vol. I. (Henry Holt 

-) 

** Harvard Studies in Classical Philology,” Vol. VIII., 1897, 
$1.50. (Ginn & Co.) 

Moths and Butterflies of the United States East of the Rocky 
Mountains, by Sherman F. Denton, Section II., illus. in 
colors, etc., $5. net.— A Guide to the Study of Lichens, by 
Albert Schneider, M.D., $2.50. (Bradlee Whidden. ) 


Po.itics.— SocioLoey.— Economics. 

The Science of Political Economy, by H George, with 

portrait. $2.50.— Complete Works of Rony George, 
*‘Memorial”’ edition, 10 vols., with photogravure frontis- 
ieces, $25., (sold by subscription only). (Doubleday & 
eClure Co.) 

The United Kingdom, a political history, by Goldwin Smith, 
D.C.L., 2 — Avieeeny and Evolution, a study of the 
rights, the origin, and the social functions of the wealthier 
classes, by W. 1. Mallock. (Macmillan Co.) 

A Political History of Modern Europe, Charles Seigno- 
bos, edited by Prof.S. M. Macvane.— The Federalist, new 
edition, edited by Paul Leicester Ford.—The Political 
Papers of the late Francis A. Walker, edited by Prof. 
Davis R. Dewey.— The Logical Process of Social Develop- 
ment, by John Franklin Crowell. (Henry Holt & Co.) 

A Constitutional History of the American People, by Francis 
Newton Thorpe, 2 vols., with maps. — International Mone- 
wd \ eeeeene, by Henry B. Russell, $2.50. (Harper & 

ros. 

The Elective Franchise in the United States, by Duncan C. 
MeMillan.—History of the English Poor Law, by Sir George 
Nicholls, K.C.B., new edition by his son, H. G. Wil- 
=. som a n ~~ — - king, b —— 

rough, $1.25.—The Philosophy of Government, by rge 
Ww. Waithew. (G. P. Futeeme Sons. ) 

The Origin and Growth of the English Constitution, by Hann‘s 
Taylor, Vol. L1., completing the work, $4.50.— Unforeseen 
Tendencies in Democracy, by Edwin L. Godkin. — Wash- 
ington versus Jefferson, by Moses M. Granger, $1.25. 
(Houghton, Mifflin & Co.) 

“ Crimino Series,”’ new vol.: Political Crime, by Louis 
Proal. — Evolution and Effort, by Edmond Kelly, new 
edition, with additions. (D. Appleton & Co.) 

“Library of Economics and Politics,’’ new vols.: Working- 
men’s Insurance, by William F. Willoughby, $1.75; Con- 

ional Committees, by Lauros G. McConachie, Ph.D. 
T. Y. Crowell & Co.) 

“Victorian Era Series,” edited by J. Holland Rose, M.A., 
first vols.: The Rise of Democracy, by J. Holland Rose ; 
The Sapioe Revival, 5 4 J. H. Overton, D.D.; John 
Bright, by C. A. Vinee, M.A.; per vol., $1.25. (H. S. 
Stone & Co.) 

Women and Economics, by Charlotte Perkins Stetson, $1.50. 
(Small, Maynard & Co.) 

Tonia, land of wise men and fair women, by Alexander Craig, 
illus. by J. C. Lyendecker, $1.25. (Weeks Pub’g Co.) 
or 1 and Politics, by Henry Clews, $3. (Lamson, Wolffe, 

wD 


= Law and Order vs. Anarchy and Socialism, a reply 

to Edward Bellamy, $2. (Burrows Bros. Co.) 

Sociology Applied to Politics, by Prof. Dr. F. Sigel, 25 cts.— 
Political and Municipal Legislation in 1897, by Dr. E. Dana 
Durand, 25 ets. — The Pro Reforms of the Monetary 
System, by Prof. Joseph French Johnson, 25 cts.— The 
Place of the Political and Social Sciences in Modern Edu- 
eation, by Prof. Edmund J. James, new edition, 25 cts. 
(Am. Academy of Political and Social Science.) 


THEOLOGY AND RELIGION. 


The Dictionary of the Bible, edited by Rev. T. K. Cheyne, 
LL.D., and J. Sutherland Black, LL.D.— The Vitality of 


postles, and the Pauline Epistles, 2 vols.; The Gospel, 
Epistles, and Revelation to St. John, 1 vol.; per vol., 50 cts, 
(Maemillan Co. ) 





A Dictionary of the Bible, edited by James Hastings, M.A., 


and others, 4 vols., each $6. net.— The Christian Pastor 
and the Working Charch, by Washi Gladden, D.D., 


$2.50 net.— Outlines of Christian Theology, by W. N. 
Clarke, D.D.— Sermons to Young Men, by Henry Van 
Dyke, D.D., $1.25. (Chas. Scribner’s Sons. ) 

History of the Roman Breviary, by Pierre Batiffol, Litt.D., 
trans. by Atwell M. Y. —- . M.A., with a new preface 
by the author. — Jesus and the on, addresses for 
Good Friday and Easter, by the Rev. Alfred G. Mortimer, 
D.D., $1.25. (Longmans, Green, & Co.) 


Jewish Religious Life after the Exile, third series in the course 
of American Lectures on the History of Religions, by Rev. 
T. K. Cheyne, M.A. (G. P. Putnam's Sons.) 

“The Polychrome Bible,” new vols.: The Book of Ezekial, 
trans. by C. H. Toy; The Book of Leviticus, trans. by 
S. R. Driver, D. D.— The Clerical Life, a series of letters 
to ministers, by various writers, $1.25.— The Companions 
of the Sorrowful Way, by Ian Maclaren, 75 cts.— The 
Mystery of Life, a study of the Christian revelation, by 
Henry E. Richards, $1.25.—The Holy Father and the 
Living Christ, by Rev. Peter Taylor Forsyth, D.D., 50 cts, 
—Forty Days of the Risen Life, by Rev. J. Boyd Carpen- 
ter, 50 cts. net. (Dodd, Mead, & Co.) 

Selfhood and Service, by David Beaton, $1.— The ee 
tion for Christianity in the Ancient World, by R. M. Wen- 
ley, Se.D., 75 cts.— Apostolic and Modern Missions, by 
Rev. Chalmers Martin, A.M., $1.— Object Lessons for 
Junior Work, by Ella N. Wood, illus., 50 cts.— Our Re- 
demption, its Need, Method, and Result, by Frederick A. 
Noble, D.D., $1.25.— The Pew to the Pulpit, by David J. 
Brewer, LL.D., 25 cts.— Papers on the Lord’s Coming, by 
C. H. M., 15 cts. (F. H. Revell Co.) 


Half Hours with the Christ, by Thomas Moses, $1.— The 
Attractive Christ, and other sermons, by R. S. McArthur, 
D.D., $1.25.—The Bremen Lectures, trans. from the Ger- 
man by Dr. Heagle, D.D., $1.50. — The New Testament 
Church, by WwW. H. Marsh, D.D., $2.—A History of the 
we Churches in the United States, by A. H. Newman, 
D.D., $1.75.—History of the Baptists in the Middle States, 
by Prof. Henry C. Vedder, $1.25. (Am. Baptist Pub’n 
Society. ) 

The Manifestations of the Risen Christ, their methods and 
their meanings, by the Right Rev. William Croswell Doane, 
D.D., 75 ets.— The Bible References of John Ruskin, se- 
lected, by permission of the author, and arranged by Marv 
and Ellen Gibbs, $1.25. (Oxford University Press.) 

The Topical Psalter, arranged, for responsive reading, by Syl- 
vanus B. Warner, D.D., 25 cts. — The Mistakes of Inger 
soll, by Rev. Thomas McGrady. — Christ and the Critics, 
by Rev. R. J. Cooke. (Curts & Jennings.) 

Selfhood and Service, by David Beaton, $1.—The Pre 
tion for Christianity in the Ancient World, by R. M. Wen- 
ley, Se.D., 75 ets.—Apostolic and Modern Missions, by 
Rev. Chalmers Martin, A.M., $1.—Object Lessons for 
Junior Work, by Ella N. Wood, illus., 50 cts.—Our Re- 
demption, its Need, Method, and Result, by Frederick A. 
Noble, D.D., $1.25.—The Pew to the Pulpit, by David J. 
Brewer. LL.D., 25 cts.—Papers on the Lord’s Coming, by 
C. H. M., 15 ets. (F. H. Revell Co.) 

The Sacred Books of the East, edited by Prof. F. Max Miil- 
ler, American edition, Vol. II., The Sacred Laws of the 
Aryas, trans. by Georg Biihler, $2.50. (Christian Litera- 
ture Co.) 

Biblical Museum, Genesis to Kings I., by George M. Adams, 
D.D., $2.—** Biblical Series,”’ first vols.: The Herods, by 
Dean Farrar ; The Women of the Old Testament, by F. R. 
Herton, D.D.; per vol., $1.—Suggestive Illustrations, On 
Acts, by F. N. Peloubet, D.D., $1.25.—The Earnest Com- 
municant, by Ashton Oxenden, D.D., new edition, revised 
by Thomas P. Hughes, D.D., 35 cts. (E. R. Herrick & Co.) 

History of the American Episcopal Church, by S. D. McCon- 
nell, D.D., seventh edition, revised and enlarged, $2.—The 
Construction of the Bible, by Rev. Walter F. Adeney, 
M.A., 50 cts.—The Gate Called Beautiful, an institute in 
Christian sociology, by Edward A. Warriner, $1.50. 
(Thos. Whittaker. ) 

Addresses to Women Engaged in Church Work, by the 
Rt. Rev. Henry C. Potter, D.D.—Selections from the 
Works of Bishop Thorold, with portrait, $1.50. (E. P. 
Dutton & Co.) 

The Preparation and Delivery of Sermons, by John A. 
Broadus, D.D., new edition, revised by Prof. E. C. Dar 
gan, D.D., $1.75. (A. C. Armstrong & Son.) 
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Tze’s Tao-Teh-King, Chinese- ish, edited by Dr. | Educational P. of the late Fi A. Walker, 
a SK Carus, $3.—The Mee poe = to Darwin, by Dr. Prof. James 4, : Englieh yor a 
Woods Hutchinson, $1.50. (Open Court Pub’g Co.) Dryden's Essays the Drama, edited by W. oeam, de _— 


Gaase in the ey Meal, or What Was the Lord’s Command 
e Brooking of Bi Bread ? by Norman Fox, D.D. 
(Fords, Fi poring: Aan & H 
Thanksgivings a ren A compiled by a layman. 
(R. H. Russell. 


EpvucaTion.— iets FOR ScHoot AND COLLEGE. 
The Meaning of Bipeetien, by Nicholas Murray Butler, 
Ph.D.—A Source Book of American History, by Albert 


Beabeall Hart.—A § itor Greece for High Schools and 
Academies, by Geo illis Botsford, on: D.— The 


Sources of Greek History, by Anna “ae 
Topics on Greek and Roman spauny, & 74 A. L. "Goode — m 
History for the Elementary Schools, by Mrs. L. L. Wil- 


om, Ph.D., » 2 parts.— Studies in American Literature, 
Charles O. Noble.—A Primary Arithmetic by J. A. 
icten LoD. ont 4. ¥. Aen Ate oot 
Spherical Trigonometry, by J. W. Nicholson, LL.D.— 
Oatlines of Industrial Chemistry, by Frank Hall Tho 
Ph.D.—Kroeh’s Three Year Preparatory Course in Frenc 
by Charles F. Kroeh, A.M., Second and Third Years’ 
Courses.—A Handbook a Nature Study, by D. 
A Nature Reader for Elementary Schools, by L. L. w. 
Wilson, Ph.D., illus. in colors, ete. Tey for 
High School Use, by Ralph S. Tarr,B.S.—** Macmillan’s 
Classical Series,’’ new vols.: Selections from Plato, edited 
by Lewis L. Forman, Ph.D.; Selected Letters of Pliny, 
edited by Elmer Truesdell Merrill, M.A.—Macmillan 
ee |! Latin-English Dictionary, by G. H. Nall. 
acmillan’s German Classics,”’ edited by Water- 
man T. Hewett, Ph.D., 9 new vols. (Macmillan Co.) 
“Atheneum Press Series,’’ new vols.: Select Poems of Shel- 
ley, edited by W. J. Alexander; Select Oy of William 
Cowper, edited by James O. Murray, D.D.; Select Poems 
of Burns, edited by John G. Dow.——A Guide to the Study 
of Fiction, by Charity Dye.—Gibbon’s Memoirs, edi 
by Oliver Farrar Emerson, A.M.—Selections from Mme. 
Sévigné's Letters, edited by James A. “1% 5 LL.D.— 
George Eliot's Silas Marner, edited by R paaeette 
Witham.— Dryden’s Palamon and Arcite, "edited b 
George E. Eliot.— en 2 s Rime of the Ancient Mari- 
ner, edited by Lincoln R. Gibbs.— Selections from Pope’s 
translation of the Iliad, edited by William Tappan.— 
** Ethical Series,’’ new vol., Hobbes, edited by E. 
Hershey Sneath.—The New ‘Centary een selected and 
_ by Henry Allyn Frink, Ph.D.-—-Seed-Travellers, 
larence Moores Weed, illus. '— Caesar, Book L., edited 
Hd A. W. Roberts.— Course in German Com ition, Con- 
versation, and Grammar Review, by Dr. Wilhelm Bern- 
hardt.—Ausziige aus lates Schriften, edited by W. H. 
4 —The Captivi and Trinummus of Plautus, edited 
Prof. E. P. Morris.—A_ Text-Book of dey xe by G. A. 
Caeeid, and G. A. Hill.—The Mason Schoo! Music 
Course, 2 books. with teacher’s manual.—Hazen’s Grade 
Spellers, by M. W. Hazen, 2 books. (Ginn & Co.) 
Te On Cagiation of the Oswego Normal School to Educa- 
in the United States, edited by A. P. Hollis, 
$1. “pe tee s Palamon and Arcite, edited by William H. 
Crawshaw. — “Goldamith’ s The Vicar of Wakefield, very 
by William Henry Hudson, — The Sir de Coverle: 
Papers from ** The Spectator,”’ edited by William H. ‘Hud. 
son.—The Essentials of Argumentation, by Kdward 
oun. — Rhetoric and Oratory, by Rev. F. J. X. O'Oeeen, 
— Shakespeare’s Coriolanus, edited by Edmund K. Cham- 
bers, 40 cts. — The Little Learner’s Book, illus. in colors. 
— A Nature Primer, by Florence M. Bass.— Some People 
in our Yard, a book about birds, by Elizabeth J. Grinnell. 
—Grmnastio Stories and Pla y Rebecca J. Stoneroad. 
—A Laboratory Course in be been Psychology, by 
Dr. Edmond © C. Sanford, $1.50.— Baumbach’s Nicotiana 
und Andere Erzahlungen, edited by Dr. Bernhardt.—Marie 
= Ebner-Eschenbach’s Die Freiherren von Gemperlein 
und Krambambuli, edited by Prof. Hohlfeld.— Von Wil- 
denbruch’s Das edle "> edited by Prof. F. G. G. Schmidt. 
—About’s Le Roi des Montagnes, edited by Prof. Thomas 
Logie. (D.C. Heath & Co.) 
“International Education Series,” new vol.: Psychologic 
Foundations of Education, by Dr. William T. Harris. 
(D. Appleton & Co.) 
An Anglo-Saxon Reader, anlootions | in prose and poetry for 
ners, with glossary, by W Baskervill. Tater < 
lish + Ape by Prof. Calvin S. Brown. (A. 8 
es 








Plant ~~ b *Prof, ¢ R. Barnes, illas.—An El 

We F. Atkinson, illus. — Schiller’s Tell 
edited | by f. A. H. Palmer, illas.—Ohnet’s La Fille d 
Depute, edited by George A. D. Beck. (Henry Holt & Co) 

Verbes Frangaise demandant des Fespeeiems, by F. J. A. 
Darr.— Catherine, Catherinette, et ne, by Ar ~ = 
Alexandre, arranged for reading FA, by 
Gay, illus. in colors.—Dona Seaais, by "Heart eng ered 
10 ots.— Blanks for Conjugation of the German Verb, by 
B. ms eg yg te ion or Synopses of 
Greek Verbs, by H. C. Havens. m. R. Jenkins.) 

A New fame’ Cee by Prof. Webster Wells. —“* Students’ Se- 
ries of E * new vol.: Selected Poems from 
Byron, edited by OCs M. Stebbins.—Latin Prose Com 
Sees Exercises, designed to —qy ey - wai 

” by George L. Plimpton. ( Shewell & Co.) 

Werner’s Arithmetic, Book II., by Prof. Frank H. Hall.— 
De Garmo and Brown’s Grammar, by hers Charles De 
—— inson Crusoe, 

edited by Dr. Charles De Garmo.— The Stories of Patrick 

Henry, Alexander Hamilton, Andrew + and Ulysses 

S. Grant, each by Mrs. Alma Holman Burton. ( Werner 

School Book Co.) 

* Maynard’s English Classic Series,’’ new vols.: Dryden’s 
Palamon and Arcite, Holmes’s Poems, Fm ae s The 
Water Babies, Thomas Hood’s Poems, Tenn ‘s = 
Palace of Art and Other Poems, Browning's Feome 
one series, each with portrait. (Maynard, Merrill & Co.) 

SurGERY AND MEDICINE. 

Mammalian Anatomy, as a preparation for human com- 
parative anatomy, by aot cages, Hi. .D., Me +, Mam- 

. net. — an 


D bong System of Diana 


edi by William F. 
Norris and Charles A. Oliver, vor ML. illus., $5. — The 


M.D., illus., $6.— labora- 
tory se, designed by Dr. J.C at te (J. B. Lip- 
pincott Co.) 


The Diseases and Injuries of the and Pleura, by James 
Kingston Fowler, M.A.. and Rickman J. Codie, BB. 
illus.— Kesentials of Practical ~~ mw ys y Henry x 
Curtis, M.D., tiles” (Longmans, Green, & Co.) 

- | in the Diagnosis and Treatment of Diseases of the 

| Ear, by W. Scheppegrell, A.M., illus. 
(al P. a Sons. ) 


Vi Obstetrics, by W. H. Dalrymple, M.R.C.VS. 
illus., $2.50. — A Treatise on Veteri bee, utics of 
the Domestic — by Prof. P. J. . Alvary, 
trans, by A. Liaatard, ALD.W.S. Part Le Volk (Wit 
R. Jenkins.) — 

Chavasse’s Advice to a Wife on the Management of ealth, 
revised to date, by Fancourt Burnes, $1. —— 's Ad- 
vice to a Mother on the Management of her Children, re- 
vised edition, $1.00. (Geo. Routledge & Sons.) 


REFERENCE. 
Soule’s Dictionary of mooie ¢ yy ae and Synon — 
Parallel 


by Prof. George H. 
(Little, Brown, & Co. 
Gase’s French Digteneny, new library edition, much enlarged. 
(Henry Holt & Co. 
The Bookman’s toon Year-Book, oguide | ate literature 
of the year, illus., $1.25. (Dodd, Mead & Co.) 
Appletons’ Annual Cyclopedia. (D. po oe Co.) 
Shattuck’s Advanced Rules, for large assemblies, by Harriett 
R. Shattuck, 50 cts. (Lee & Shepard.) 


New Epirions or STANDARD LITERATURE. 
Complete Works of Thackeray, ME x er nggell edition, com- 
Ci edditional material and ne gag unpublished let- 
ters, ike, and drawi edited by the author's sur- 
pen. daughter, Mrs. Richmond Ritchie, 13 vols., illus., 
no 50. —The Rise of the Dutch woh Ropablie by John 
condensed and edited Elliot 
reer gh a 15. ( me & Bros. a Onlertes 

Works of Lord Bye, edited by Ernest Hartley 

and Rowland E. Prothero with the coéperation of the Earl 
of Lovelace, Vols. 1. and il. each illus., per vol., $1.75.— 
Complete Works of | Somes Meredith, ——— with 
frontispieces, per vol., $1 "50.—Stories of Foreign Authors, 
10 vols., each 75 cts. 


* (Chas. Seribner’s Sons. ) 
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Alice in Wonderland, and Through the Looking Glass, by 
nen Carroll,” new editions from new plates, illus. — 
The Diary of panel Pepys, edited by Henry B. Wheat- 
ley, F. 8. A., Vol. IX. Eo pe volume ). —Selec- 
tions poe the Gree edited by Herbert sad 
Smyth, A. B., Vol. a's "The Melic Poets. —A Prelud 
Milton, the ihe aire of John Milton, edited b 
drew J — Fem tte Classics, odined by Israel Gol- 
lanez, wane A., new » vel topia; C ’s lliad, 
2 vols.; Baxter's Saints’ bet t; ma nson’s Tour 
in the Hebrides; The High History of ‘the Holy Grail, 
trans. from the bee by Dr. Sebastian Evans, 2 vols.; 
each with frontispiece, Pe vol,, 50 ets. — “Temple Dram- 
atists,”” ame by Israel Gollanez, new vols.: Edward III. 
(posndeS hakespearean), Beaumont and Fletcher’s Phil- 
ome = hy, — Tragedy; each with frontispice, 45 cts. 


Le Rouge et le Noi, by Stendhal (Henry Beyle), trans. into 
lish. ( a 
The nee lexandre Dumas, “* D’ Artagnan "’ edition, 
5O vols., illus. file, Brown, & Co.) 

The Rubaiyat of Omar Khayyam, cr 8 version, with 
a fore-word by Talcott Wi frontispiece, $1.25. 
(H. T. Coates & Co.) 

** Illustrated lish Library,”’ new vol.: Thackeray’s The 
Newcomes, illus. by Chris. Hammond, $1. (G. P. Pat- 
nam’s Sons.) 

“Little Masterpieces,’ edited by Bliss Posy. new vols.: 
Franklin, Webster, and Lincoln; each with portrait, per 
vol., 30 eta. (Doubleday & MeC ure Co.) 

Tennyson’ ~ the Bar, illuminated by Blanche Mc- 
Manus, 25 cts, R. Herrick & Co.) 


at AND JURISPRUDENCE. 


Journal Entries, by Joseph H. Winch and M.S. Hinman, $5. 
net.—Treatise of the Laws of Ohio for Justices of the Peace, 
etc., by Joseph R. Swan, revised by Joseph R. Swan, Jr., 
$6. net. (Robt. Clarke Co.) 
The Science of Law and Law-Making, by R. Floyd Clarke. 
(Macmillan Co. ) 


MECHANICS AND ENGINEERING. 


ical Engineer's Pocket-Book, by David Allan Low, 
MT Me Ee Cagpeen, Bom, 6S) 
ABC of Mining and Prospector’s Hand- Book, by Charles A. 
Bramble, D.L.S., illus., i? (Rand, MeNally & Co.) 


Books FoR THE YOUNG. 


A Boy I Knew, and Four Dogs, by Laurence Hutton, illus., 
0. — Fou Sega Pestane, & Albert Lee, = } aa 
er rom Wagner, told for young e, by Anna 
Alice Chapin, illus., $1.25. (Harper & Hees.) 
Two Prisoners, by Thomas Nelson Page. with photogravure 
frontispiece.— The sromtingts. by Hans Christian Ander- 
sen, illus. by M. J. Newill.—An Awful Alphabet, illus. by 
Oliver P, Tunk.—How the — Lost his Crown, by John 
H. Beacom, illus, (R. H. Russell.) 


Captain January, by Laura E. Richards, ‘ Centennial ’’ edi- 

tion, with etchings by W. H. W. Bicknell, limited edition, 

$2.50; special edition on Japan per, $5.— Rosin the Beau, 

a sequel to “* Melody’ and “* Marie,” by Laura E. Rich- 

ards, with frontispiece, 50 cts.—** Young of Heart Series,”’ 

first vols.: Hero-Chums, by Will Allen Dromgoole; The 

Pineboro Quartette, by Willis Boyd Allen; One Thousand 

Men for a Christmas Present, by Mary B. Sheldon ; each 
illus., per vol., 50 ots. (Estes & Lauriat.) 

A Son of the Revolution, a story of Burr’ .b 
Elbridge S. Brooks, illus., $1.50. ~The M { aye 
of the great Rockies, by Charlotte M. V hy illus., $1.25. 
(W. A. Wilde & Co.) 

Little Pa on Hotel Douglas, b Mrs. Susan Griffith, illus., 
$1.50. — Clare’s Problem, or Was It Her Duty ? by Mrs. 
Adelaide F. Ball, illus., $1.25. (Am. Baptist Pub’n Society.) 

"App ypletons’ Home Reading Series,” new vols.: The Animal 
orld, by Frank Vincent ; News from the Birds, by L. S. 
Keyser; On the Farm, by Nellie L. Helm and ¥. We 
Parker; Harold's Rambles, by J. Ww. Troeger ; each illus. 
(D. Appleton & Co.) 

Stories of the American oe by Everett T. Tomlinson, 
illus., $1. (Lee & 

Rath and her Guadiodion ‘by “Todd,” illus. (A. S. 
Barnes & Co.) 

Comrades True, by Ellinor Daven Adams, $1.25. (A.I. 
Bradley & Co.) _ ° ' 





MISCELLANEOUS. 

Reminiscences of the Old Navy, ~ the journals and pri- 
vate papers of Captain Edward Trene = and Rear 
Admiral Stephen Decatur Trenchard. by Ed — 
ar wpe with portraits.—The Art of War, by C. W. O 

— Led On, Step by Step. scenes in the Sonti 1 1808. 
isi by A. Toomer Porter, D.D., illus., $1.50.—The Cross 
- Tradition, History, and Art, by! William Wood Seymour, 

illus. — Some Common Errors of Speech, by Alfred G. 
Compton. (G. P. Putnam's Sons. ) 

All the World’s Fighting Ships, by F.C. Jane, illus. (Little, 
Brown, & Co.) 

Facts about «4 their history in literature and work 
in libraries, by Rev. J. F. O’Conor, illus., limited edition, 
$2. net. — The Wills of the Smith Famil >a of New York 
and Long Island prior to a edited by William S. Pell- 
etreau. (Francis P. 

Bird Gods in Ancient Europe, ~ Rieti de Kay, illus. (A.S. 
Barnes & Co.) 

Discoveries and Inventions of the 19th — b ay 
og new edition, revised and en q 
(Geo. Routledge & Sons. ) 

Rational Home Gymnastics, for the *‘ well ’’ and the “‘ sick,” 
by Hartvig Nissen, illus., $1. (Richard G. Badger & Co.) 

Vibration, a series of vital gymnastics, by W. H. Willows, 
$1.25. — The Temple of the Rosy Cross, by F. B. Dowd, 
Part IL., Regeneration, $1. (Temple Pub’ g Co.) 

of the Army of the Cumberland, 27th Reunion. 
(Robt. Clarke Co.) 

The Art of Horse-Shoeing, a manual for farriers, by William 
Hunting, F.R.C.V.S., illus., $1. (Wm. R. Jenkins.) 

Seven Months a Prisoner, by J. V. Hadley, 75 cts. (Chas. 
Seribner’s Sons.) 


LITERARY NOTES. 


The American Book Co. publish “A Laboratory 
Manual in Practical Botany,” by Dr. Charles H. Clark. 

Messrs. D. Appleton & Co. have just published a 
new edition, “enlarged,” of “The Translation of a Sav- 
age,” by Mr. Gilbert Parker. 

«“ The Painter in Oil,” a technical treatise of moderate 
dimensions by Mr. Daniel Burleigh Parkhurst, has just 
been published by Messrs. Lee & Shepard. 

Mr. Kipling’s famous “ Recessional” has been issued 
in neat pamphlet form, with decorations by Miss 
Blanche McManus, by Mr. M. F. Mansfield of New York. 

Messrs. Henry Holt & Co. publish “Exercises ‘in 
Conversational German,” and “German Grammatical 
Drill,” both by Miss Josepha Schrakamp, who has pro- 
duced several other German text-books. 

“Sylvandire” and “The Brigand,” with “ Blanche de 
Beaulieu” thrown in for full measure, constitute the 
contents of the two new volumes of Dumas in the En- 
glish edition published by Messrs. Little, Brown, & Co. 

An exhibition of rare books and beautiful bindings, 
arranged by Messrs. Charles Scribner’s Sons and man- 
aged by Mr. Ernest D. North, was one of the most in- 
teresting things to be seen in Chicago during the first 
week of March. Among the books displayed were a 
Chaucer of 1598, formerly owned by Charles Lamb, the 
“Poems by Two Brothers,” first editions of many En- 
glish classics, and examples of the Kelmscott and Gro- 
lier Club publications. The bindings offered a selec- 
tion from the best French and English artists, with a 
sprinkling of Americans. 

The long-pending “ Loud bill,” for the correction of 
alleged abuses in the transmission of periodicals and 
other second-class matter through the mails, has been 
beaten by a very decided majority in the House of Repre- 
sentatives. This defeat will prove a real good if it 
shall lead to the step that ought to have been taken long 
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ago — the creation by Congress of a commission to over- 
haul the whole mass of our postal laws and rulings, and 
report a bill which shall cover the subject completely, 
and not partially, as did the Loud bill. Abuses, injus- 
tices, and needless inconsistency and confusion, exist in 
our postal service; but the evils are of too long stand- 
ing, and too intricate, to be treated by the ‘prentice 
hand of any Congressman, however zealous and well- 
meaning. They must be handled by experts, and the 
best experts obtainable. 

The dean of English poets died with Frederick Ten- 
nyson on the twenty-seventh of last month. Born in 
1807, two years before the most famous of his brothers, 
he had lived to the ripe age of ninety years, and done 
good service to English letters. His poems have never 
been appreciated at their full value, for the affections 
of the reading public seem to have had room for but 
one poet of the name, and the considerable achieve- 
ments of Frederick Tennyson suffered partial eclipse his 
whole life long. From the famous “Poems by Two 
Brothers,” which his own contributions really made 
“Poems by Three Brothers,” to the publication of 
« Poems of the Day and Year” in 1895, he put forth at 
intervals collections of verse distinguished for their 
grace, melody, and classical mould. Perhaps the best 
known of his work is contained in the “ Day and Hours” 
of 1854, the “Isles of Greece” of 1890, and the 
“Daphne and Other Poems” of 1891. Unlike the late 
Lord Tennyson, he lived many years away from En- 
gland with his Italian wife in Florence and Pisa, and 
for a long time in the Island of Jersey, although he 
made frequent visits to his native country. 

The Caxton Club of Chicago has hit upon a happy 
selection for the latest of its Publications, “Some Let- 
ters of Edgar Allan Poe to E. H. N. Patterson, of 
Oquawka, Lllinois, with Comments by Eugene Field.” 
The Poe letters are four in number; the first is dated 
April 1849, and the last August 7 of the same year — 
just two months before Poe’s death. They have not 
before (says a foot-note) been printed in book form; 
they are highly interesting and characteristic, and relate 
to a singular literary project —that of establishing a 
pretentious national magazine at Oquawka, to be edited 
by Poe and published by Mr. Patterson, an enterprising 
and educated young man living in that remote Missis- 
sippi river town. The project seems so grotesque, 
though treated in the letters with such apparent serious- 
ness, that we might almost think the whole thing one of 
Eugene Field's literary pranks. But the letters from 
Poe seem real enough, and they are given in a marvel- 
lously executed facsimile which is one of the most nota- 
ble features of the book. There is a facsimile, also, of 
Poe’s drawing for the title-page of his projected maga- 
zine, “ The Stylus.” The volume is a thin quarto, beau- 
tifully printed, and is highly creditable to the Caxton 
Club and to its printers, Messrs. R. R. Donnelley & 
Sons. With so much to praise, we may be allowed two 
criticisms. The first is on a typographical detail — the 
arrangement of the title-page with an unsightly division 
of Poe’s name, “ Edgar Allan” appearing in one line 
and “Poe” in another: a whimsy of typography which 
seems particularly out of place in a work of such severe 
and classic elegance. The other matter is more serious 
—the statement in a foot-note that James Russell 
Lowell « played a trick ” on Chicago in 1887. The note, 
it is presumed, is Field’s; but the club might well have 
suppressed a note so mistaken in fact and so little cred- 
itable to the writer of it. 
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NEW AND FORTHCOMING BOOKS. 


IN THIS OUR WORLD. 


By CuHarRLotre Perkins STETSON. 


With a Photogravure Portrait. 


16mo, cloth, ornamental, $1.25. 


Mrs. Stetson’s verse, which Mr. Howells has called the best civic satire since the “ Biglow Papers,”’ is known to the 


public only through the pa 
enlarged, may be expected to 
deep moral earnestness, the delig 
been surpassed. 


editions which have appeared on the Coast. 
ing her work, ie the first time, into general notice. Certainly the vigor, the verve, the 


hamor and extraordinary talent for satire displayed in these poems have hardly 


This new volume, revised and 


WOMEN AND ECONOMICS. 


By CHarotte Perkins Stetson. 


12mo, cloth, $1.50. 


In writing this book it has been Mrs. Stetson’s purpose to point out, explain, and justify the changes which are now 


going on in the relations of women to society. 
nomical] 


In brief, the position taken is that women have for centuries been eco- 


dependent upon men ; that as a result they have become more and more feminine and less and less normal mem- 


bers of the human race. The argument is extended to ev 
& manner to stimulate the interest of every one. It may 


branch of social activity with remarkable originality, and in 
ely be said that hard! 


y any book of recent years has treated a 


subject with so much real intelligence and in an attitude so singularly fair and high-minded. 


THE BIRTH OF GALAHAD. 


A Romantic Drama by Ricuarp Hovey. 


16mo, velium back, design in gold, and paper board sides, $1.50. 


The latest of Mr. Hovey’s notable series, entitled “‘ Launcelot and Guenevere’’—a poem in dramas ( ee and 
plays) dealing with the central story of Arthurian legendry, and intended to have a certain unity as a whole without de- 


stroying the unity of each volume as a separate work. 


The Publishers also announce new editions, in uniform binding, of Mr. Hovey’s 


THE QUEST OF MERLIN. 

A Masque. Bound uniform with The Birth of Gala- 
had, 12mo, $1.25. 

** Indisputable talent and indisputable metrical faculty.”’ 
— The Adnan. 

NORTHLAND LYRICS. 

By WiitramM CarMAN Roserts, THeopore Ros- 
ERTS, and EvizasetH Roserts MacDonatp. Se- 
lected and arranged by Charles G. D. Roberts. With 
a Prologue by Charles G. D. Roberts and an Epilogue 
by Bliss Carman. Bound in rough green cloth, gilt 
edges, with a panel design in blind by Bertram Gros- 
venor Goodhue. Small 4to, $1.50. 


THE MARRIAGE OF GUENEVERE. 
A Tragedy. Bound uniform with The Birth of Gala- 
had. 12mo, $1.50. 
“The volume shows powers of a very unusual qual- 


ity . . . capacity of seeing, and by a few happy touches, 
making us see.’’— The Nineteenth Century. 


THE CHILDREN’S CRUSADE. 

By Marcet Scuwos. Translated by Henry Copley 
Greene. The edition is limited to five hundred copies, 
from type, printed on Italian hand-made paper, with 
a symbolistic cover-design in green, purple, and gray, 
by Tom B. Meteyard. 16mo, $1.00 net. 


WALT WHITMAN’S 


COMPLETE PROSE, $2.00. 


LEAVES OF GRASS, $1.25. 


CALAMUS: LETTERS TO PETER DOYLE, $1.25. 


Of the new “ Leaves of Grass’ the New York Tribune says: ‘It is a just and generous tribute to a writer who has 
deserved more than he has received at the hands of the book-makers.”’ 


SELECTIONS FROM THE PROSE AND POETRY OF 
WALT WHITMAN. 


Edited, with an introduction, by Oscar Lovell Triggs, Ph.D., of the University of Chicago. With a frontis- 


piece portrait. Crown 8vo, cloth, $1.25. 


An adequate selection of Whitman's writings has long been called for, and it is here furnished. Dr. Triggs has suc- 
cessfully attempted to make a book which should be representative of the many-sidedness of Whitman’s genius, and at 
same time attractive to the general reader. Both asa book of selections, pure and simple, and as an introduction to the 
study of Whitman, it should meet with a welcome from all those interested in the growing fame of the Poet of Democracy. 


THE WOUND DRESSER. 


A series of letters written from the hospitals in Washington during the War of the Rebellion by WALT 


WaHitTMay. 


Edited by Richard Maurice Bucke, M.D. With two Portraits. 
Without doubt the most intimate and vivid account of the 


12mo, cloth, $1.50. 
hospital life of the Civil War ever put in print. According 


to the Chap- Book, the letters are ** ‘human documents,’ without which and the like of which the world were poor indeed.” 
They form, says the Brooklyn Eagle, ‘a tale that is unique in character and without precedent in literature”; while the 


Literary World 


of “ their profound sympathy with the suffering and dying, their minuteness of detail, so that by 


ae you see the cot and the oe a. and the sunken cheek and the glazing eye, their reproduction of the 
very © 


ors of the tragic movement of whi 


Washington was the centre from 1861 to 1865.” 





SMALL, MAYNARD & COMPANY, BOSTON. 
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Estes & Lauriat’s Spring Announcements. 


CENTENNIAL EDITION OF 
CAPTAIN JANUARY. 


By Lavra E. Ricnarps. Edition de luxe. Illustrated 
with 6 fine etchings by W. H. W. Bicxnety. This 
edition, which marks the one hundredth thousand of 
Mrs. Richards’s charming little classic, is set from 
new type in a handsome and attractive page. 

One hundred (100) copies will be printed upon Japan 
paper, and bound in three-quarters levant, with etchings 
in duplicate upon Japan and India paper, and with num- 
bered title-pages, with the autograph of the author and 
signed by the publishers. Net, 35.00. 

Nine hundred (900) copies will be printed upon Dick- 
inson handmade paper, and bound in drawing-paper 
covers, cloth backs, and paper labels, etchings on Hol- 
land paper, and with numbered title-pages, with the 
autograph of the author and signed by the publishers. 
Net, $2.50. 

Twenty-siz (26) copies with lettered title-page will be 
issued for the author and publishers. These are not 
for sale. 

The publishers reserve the right to at any time advance 
the price on unsold copies. 


A New Volume in the Captain January Series. 


ROSIN THE BEAU. 


A sequel to “ Melody” and “ Marie.” By Laura E. 
Ricuarps. With half-tone frontispiece by Frank 
T. MERRILL. 


The many thousands who have read the author's exquisite stories, 
* Melody " and “ Marie,’’ will be glad to learn more of the picturesque 
old violinist who figured so prominently in the former story, and the 
charming Marie of the latter. 


16mo, cloth back and paper sides, 50 cents. 
JOSEPH JEFFERSON AT HOME. 


By Nataan Hasxett Dore. A monograph on Joseph 
Jefferson and his home surroundings. Illustrated 
with 16 full-page half-tones from photographs taken 
with the permission of Mr. Jefferson in and around 
his famous summer home. 


Mr. Jefferson being recognized as the leading American actor, the 
os of this small volume will be very interesting, and throwing 
as it does a new light on him as a painter as well as an actor, and giving 
new ideas concerning his home life, it surely should receive a warm 


Thin octavo, gilt top, $1.50. 


THE SLOPES OF HELICON, 


And Other Poems. By Lioyp Mrrr.tn. IIlustrated 
with 10 full-page illustrations by T. Moran, N.A., 
and others, and a portrait of the author. 


Mr. Mifflin is distinctively the poet of his own fields and hills, and 
to those who know him oply through his remarkable sonnets, ‘‘ At the 
Gates of Song,”’ this new volume will be a revelation. It will settle the 
question often asked, whether a sonnet-writer of distinction can also 
be a lyrist. The book is very interesting also as shedding more light 
b the poet's inner life and character, will be sure to bring Mr. 

iffin many new readers. The tone of the book is high ; the workman- 
ship what might be expected from one who has proved himself a master 


THE VALLEY PATH. 
By Witt ALLEN DromcGoo xg, author of “The Heart 
of Old Hickory.” 


This volume is an excellent nove! of Tennessee life; the characters 
are ve cwrengly pestecyed, and the ctery ene of cuteeme interest 


Dromgoole’s writings, it is singularly true to life, and 

doubts of the human heart - Ay hs the ishing = 

between « writer of true ability and a ' 

12mo, handsome cover design, deckle-edge paper, gilt 
top, $1.25. 


SONGS OF TWO PEOPLES. 


By James R1.ey, author of “« The Transmitted Word,” 
ete. 
This volume is a collection of dialect poems, showing a thorough 
appreciative knowledge and Sedna Oh demain oa 
sac asall cap cumeiapaben easietet Geely caniionn Ealadivtcaes a 
Peal life in America. . : , 
Tall 16mo, handsome cover design, deckle-edge paper, 


gilt top, illustrated, $1.25. 


LOVE AND ROCKS. 


By Laura E. Ricwarps, author of “ Captain January.” 
With etching frontispiece by MERCIER. 


A charming story of one of the pleasant islands that dot the rugged 
Maine const, told te the auther"s mesh quasthel mennen, 


Tall 16mo, unique cover design on linen deckle-edge 
paper, gilt top, $1.00. 


THE YOUNG OF HEART SERIES 


Books for both sexes and youth of all ages, from eight 
to eighty, including all who have a heart for pathos, 
humor, and sterling worth in literature. Thoroughly 
illustrated, concise in form, and attractive in appear- 
ance. 

This series will consist of new copyright volumes, and 
choice selections from standard works of appropriate 
character. 

Each volume thin 12mo, special cover design, 50 cts. 

Among the early issues will be 
1. HERO-CHUMS. 

By Witt ALLEN DromGoo_e, author of “ The Heart 

of Old Hickory.” 

“the 


A splendid of a strange friendship formed between 
cunstiinn end uavttovinn eaaaie bay ent 0 veanel Gl Gana 


2. THE PINEBORO QUARTETTE. 
By Wixu1s Boyp ALLEN, author of “The Gold 
Hunters of Alaska,” etc. Illustrated by Arice Bar- 
BER STEPHENS. 
A capital story, full of interest and healthy excitement. 
3. ONE THOUSAND MEN FOR A CHRIST- 
MAS PRESENT. 


By Mary B. Sxevpon. Illustrated by L. J. Brrpe- 
MAN. 





of the most difficult form of English verse ; and the whole is a real con- 
tribution to American literature. 


Tall 16mo, handsome cover design, deckle-edge paper, 
gilt top, $1.25. 


An excellent historical story of how Washington's 
crossed the Delaware, Christmas Eve, and captured a 
in the midst of their festivities. 


Other Volumes in Press. 


army 


ESTES & LAURIAT, 


Publishers, Boston. 
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New Publications of the Clarendon Press. 


SHORTLY! | JUST PUBLISHED! 

BRIEF LIVES, Chiefly of Contemporaries, set down | THE BIBLE REFERENCES OF JOHN 
by John Aubrey, between the years 1669 and 1696. RUSKIN. Selected by permission of the Author, 
Edited from the Author’s MSS. by ANDREW CLARK. and arranged in alphabetical order by Mary and 





i imi ‘ . Eten Grass. 12mo, cloth extra, gilt top, $1.25. 
With facsimile. 2 vols., 8vo, cloth z Ng Sanity an ands teeta iin te Bae tie 
IMMEDIATELY! Scriptures, and the finest in his expositions of art or economics or 


w h 
THE MANIFESTATIONS OF THE RISEN | ineae Se, "“Aecording!y, the volume should prove welcomes rt to 
JESUS: Their Methods and Their Meanings. Being | 04s',of Reskin; = sien” — poem 


the Charlotte Wood Slocum Leetures in the Univer- SHORTLY! 
WiiuraM Croswe tt Doan, D.D., Bishop of Albany. BIBLIOTHEC BODLEIAN. 


SGane, cloth exten, 75 ots. Partis Quinte. Fasciculus Quartus. Viri Munificentis- 
AETOLIA : Its Geography, Topography, and Antiqui- simi Ricardi Rawlinson, I.C.D. Codieum Classis 
ties. By Wrrt1am J. Woopnovss, M.A., F.R.G.S. Quarte Partem Alteram (Libros SC. Miscellaneos 
Royal 8vo, linen, $7.00. Sexcentos et Quinquaginta Sex) Complecteus. Con- 


fecit Gutmetmus D. Macray, A.M. The present 
age norms aad SeGeton on no section includes MSS. 861 to 1516. 4to, cloth, $3.75. 
M Mixcuix, MA. F-RS. 16mo, paper boards, 40c. | HINDU MANNERS, CUSTOMS, AND 


: CEREMONIES. 

THE ODES OF KEATS. With Hotes and Anal- By the Abbé J. A. Dunors. Translated from the 
yses and a Memoir. By Artuur C. Downer, M.A. ner’s later Feench MS. and edited with 3 

16mo, cloth, bevelled boards, $1.00. euther's later Svenes EES. ane cated wih Dele, 

x 7 Corrections, and Biography, by Henry K. Beav- 

ARISTOTELIS DE ARTE POETICA LIBER. cHAMP. With a Prefatory Note by the Rt. Hon. 

Recognovit Brevique Annotatione Critica Instruxit. F. Max Mo ter, and a Portrait. 2 vols., 8vo, 

I. Bywater. 8vo, paper covers, 40 cts. eloth, 36.50. 





FOR SALE BY ALL BOOKSELLERS. SEND FOR CATALOGUE. 


OXFORD UNIVERSITY PRESS (American Branch), 91 & 93 Fifth Avenue, New York. 





JOHN LANE’S ANNOUNCEMENTS. 





READY MARCH 23. 
THE ROMANCE OF ZION CHAPEL. By Ricuarp Le GaLiienne. With a cover design by 
Witt Brapiry. Crown 8vo, over 300 pages, $1.50. 
This new book by Mr. Le Gallienne is uniform with ** The Quest of the Golden Girl,” which is now in its ninth edition. _| 
trey ikea "THIRD BDITION IN PREPARATION. — 
POEMS BY STEPHEN PHILLIPS. Crown 8vo, boards, $1.50. 


To Mr. Phillips has been awarded by the proprietors of The Academy (London), a premium of one hundred guineas, in accordance 
with their pre y proclaimed intention of making that, and a second gift of fifty guineas, to the writers of the two books which should be 
adjudged worthy to be ‘‘ crowned "’ as the most important contributions to the literature of 1897. 

The London Times says: ‘‘ Mr. Phillips is a poet, one of the half-dozen men of the younger generation whose writings contain the indefinable 
quality which makes for permanence."’ 


The London Academy says : “ How could language express more. It has an almost physical effect upon the reader, in the opening of the 
eyes and the dilation of the heart." 








The London Times says: “Is one of the very rare novels whic’ yield so much pleasure that it almost stifles criticism. The author’s quality 
is that of perfectly original brilliancy in romantic narration.’ 


THE HEART OP MIRANDA, and Other Stories. By H. B. | THE CHILD WHO WILL NEVER GROW OLD. By K. Dove- 
Maaggiort Warson. tas Kixe. Crown 8vo, $1.25. 
THE MAKING OF A PRIG. A Novel. By Every Suanr. CECILIA. By Stayusy V. Maxower. Crown 8vo, $1.50. 
Crown 8vo, $1.50. REGINA. By Heaman Supermayy. Translated by Beatrice Mar- 
A MAN FROM THE NORTH. A Novel. By E. A. Bewnert, SHALL. Crown 8vo, $1.50. 
Crown 8vo, $1.25. JOURNALISM FOR WOMEN. By E. A. Benwerr. 75 cents. 
ADMIRALS ALL, and Other Poems. By Hexry Newsotr. COMEDIES AND ERRORS. By Heyer Hartaxp. Crown 8vo, 
Wrappers, 3 cents. $1.50. 
A BISHOP'S DILEMMA. By Etta D'Arcy. Crown 8vo, $1.00. | eo MOTHS. A Play. By Wiis Hememaxy. Crown 
vo, $1.25. 


CARPET COURTSHIP. By Txowas Comm. Crown &8vo, $1.00. 
. | SOME NOTES OF A STRU ! 4 . 8. Sramer. 
THE SPANISH WINE. By Faaxk Marurw. Crown 8vo, $1.00. | No. 4 Bodley Booklets. amy po eS 


To be had of all Booksellers, or will be sent, postpaid, on receipt of price by the Publisher. 























140 Fifth Avenue, New York City. 
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INTERESTING ANNOUNCEMENTS. 





A NEW HISTORICAL ROMANCE. 


John Gilbert, Yeoman. 


By R.G.Soans. With Frontispiece by LanceLor Speen. 
12mo, cloth, $1.50. 


*,* This stirring historical story is laid in Cromwell's days, when | 


Royalists and Parliamentarians were still at strife; and a prominent 
character in the novel is the Protector himself. 

The Scotsman, the opinions of which in literary matters are held in 
high estimation, says: “The author has produced a story which will 
bear comparison with the best historical fiction of modern writers. It 
is far above an immense mass of novels sent out recently . . . contain- 
ing nothing flimsy or trivial, and in certain features it even recalls the 
romances of Scott." 


AN EXCITING TALE OF TREASURE TROVE. 


In Quest of Sheba’s Treasure. 


A Tale of Adventure by R.S. Watkey. With 18 Illustrations 
by Grorcr Hutcurnson. Small square 8vo, cloth, with a 
striking cover design, $1.50. 


A WORK OF UNIVERSAL INTEREST. 
History, Blazonry and Associations 
of the Flags of the World. 


By F. E. Hoime, F.L.S. Illustrated with 454 illustrations of 
flags in colors, comprising examples, medizval and modern, 
from the banner of the crusader to the burgee of the yachts- 
man. Crown Svo, cloth, $2.00. 

*,* Flags: National, Colonial, and Personal ; the of Mighty 

Empires ; the Symbols of Lost Causes. The whole eluc’ c 

ters on the origin of Flags and Symbols, Royal Standards, Army Colors ; 

Naval Flags; Early Settiements in North America; Revolutionary and 

State Flags; Flags of various Euro and Eastern Nations; Army 

Signalling, Signalling at Sea. With index to text and illustrations. 





By the Author of “ Sunshine and Haar" and “ Robert Urquhart.”” 


George Malcolm. 
By Gasriet Seroun. 12mo, cloth, $1.25. 

*," The characters of John Murdoch, “ Publican and Pharisee,”’ and 
of the dominie, Mr. Gordon, are sketched with tragic grimness. Yet 
throughout there is an underlying delicacy of touch which shows an 
intimate knowledge of child nature and sympathy with the beautiful 


Scotch scenery and simple lives of the people among whom the story is 
laid. 


“A prose edition in detail of Burns's Holy Willie.”— The Atheneum, 
London. 


“ As good as an: written by Mr. Barrie . . 
teresting plot.’’— Buffaio (N. Y.) Commerciai. 
“ The unpleasant uncle is the strong character in the book. It is wo 
reading the story to get acquainted with him."’"— Chicago Tribune. 
A NEW STORY OF MYSTERY. 


The Stolen Fiddle. 
By W. H. Mayson. 12mo, cloth, $1.25. 
*,* The interest of this story turns largely on a trial in connection 
with a violin, the denouement of which is highly dramatic. The author 
is well known in the (English) musical world. 


By the Author of “* The Shuttle of Fate,” “‘ The Duchess Lass,” etc. 


The World’s Coarse Thumb. 


By Carourne Masters. With illustrations by LanceLor 

SpPeep. 12mo, cloth, $1.25. 

*,* This is a vigorously told story of a youth who, holding his father 
in more than filial veneration, discovers that his wealth has been amassed 
by wrongful means. His efforts to right the wrong end in an interesting 
romance. 


+ & marvellously in- 





Send for our Complete Catalogue. The above can be obtained through any Bookseller, or free by mail, on receipt of price, from the Publishers. 


FREDERICK WARNE & CO., 103 Fifth Avenue, New York. 





FIFTH THOUSAND OF 


FREE TO SERVE. A Tale of Colonial New York. 


By E. RAYNER. Price, $1.50. 


CLINTON ROSS says in The Chap Book : 
trudes her personality. 
notable book — so much better than * Hugh Wynne’ that if 


“The proof of a long book is in the reading of it. . . . The author, an artist, never once ob- 
life of the actors is cleverly real, but the high distinction of ‘Free to Serve’ is its realization of humanity. It's a 
the publishers’ claim for that book be true — this novel is greater — it is certainly one 


of the American novels of the year. And Dutch America has no better presentation than E. Rayner’s in ‘ Free to Serve.’”’ 
THE BOSTON TRANSCRIPT says: “ The book is not the work of a novice ; it is fascinating, strong, and of the highest moral tone... . 


The characters are as delineated, the varied and eo scenes are 
i vise all to the book.’’ 


ried through the whole like a golden thread. We ad 


pictured with the skill of an artist, and the pure moral tone is car- 


THE PHILADELPHIA CALL «says: “It does for the life and fashions of old New York what Weir Mitchell's ‘Hugh Wynne’ ante 


Philadelphia. . . . There is plenty of action in the transition from chapter to chapter, some strong) 


rawn c! hing, and an intense 


_— haracter-etc 
of human interest. Few will pick up the tale without feeling the charm of its style and the subtle ination of ite subject matter. 
SECOND EDITION OF 


HARVARD EPISODES. 


By CHARLES MACOMB FLANDRAU, '95. Crimson Cloth, Octavo. Price, $1.25. 


In this book Mr. Flandrau has departed widely from the usual college —-. 

At to be, but truthfully 
ypical, Pr eeeioca’ celles tse it does the best thing — tells the truth, 
/ ard of modern 


“ Harvard Man "’ as he is, not as he has been, or as he 
present complex Harvard life, but for the side which it 


joes treat, the t 


and tells it in a most delightful fashion. We feel sure that so accurate a 


lege men will appreciate this and heartily welcome the book. 


as he is. 
life has not yet been drawn, and that all col- 


SPRING ANNOUNCEMENTS. 


ON THE BIRDS’ HIGHWAY. 
By REGINALD H. HOWE, Jr. With colored frontispiece and 


full-page illustrations, octavo . is $2.00 
LA SANTA YERBA. 
A book of verse in praise of tobacco and smoking. By WILLIAM 
L SHOEMAKER. Qetewe «2. ws eo he oe eo OO 
IRELAND, 
With Other Poems. By LIONEL JOHNSON . - $1.50 
IMPRESSIONS. 
A book of verse. By LILLA CABOT PERRY. Octavo . - $1.25 


THE MAN WHO WORKED FOR COLLISTER, 
And Other Stories. By MARY TRACY EARLE. Cloth, octavo $1.25 


OUR LADY’S TUMBLER. 
A Tale of Medieval France. Translated by ISABEL BUTLER. 
Uniform with “ Aucassin and Nicollette” .. . . . . . 


SONGS FROM THE GHETTO. 


$0.75 


By MORRIS ROSENFELD. Cloth, octavo . 21.3 
THE HARVEST, 
And Other Poems. By DUNCAN CAMPBELL SCOTT. Cloth, 
eh 6 6 kA. & be ee ed een eee ee 


FOR SALE BY ALL BOOKSELLERS. 


COPELAND AND DAY, PUBLISHERS, BOSTON. 
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A. S. BARNES & CO., 


Publishers, - - - = New York. 


RECENT BOOKS. 
ANNIE ELIOT'S STORIES. 


A CHRISTMAS ACCIDENT, and Other Stories. 


By Annie Exvior Trumpccy. 1 vol., 12mo, cloth. Price, 

$1.00. 

“Her handling of the persons of her imagination is exquisite."’— 
Hartford Post. 

“ The reader will be struck most with her spontaneity and with a cer- 
tain quality of unpretentious humor.’"’"— Morning Chronicle (Chicago). 

“ The reader will enjoy the wit, the delicate satire, the happy bits of 
aatave description.""— 8. 8. Times. 

** They are New England stories and exhibit a delicate comprehen- 

sion of many types of New England character. They are delightfully 
readable, and the book ought to be a favorite.""— The Congregationa/ist. 


DR. BATTERSHALL'S SHORT SERMONS. 


INTERPRETATIONS OF LIFE AND 
RELIGION. 
By Rev. Watton W. Barrersnary, D.D. 1 vol., 12mo 
cloth. Price, $1.50. 

* The sermons are unik hy in their freshness, their fearlessness, their 
freak admission of diffic — Busnor Dupuer of Kentucky. 

* They are well ery to correct and cure many errors which are 
now prevalent among our people.'’— Bussor Szrmovr of Springfield, Ll. 

“Twenty sermons — every one of which is brief, pointed, and in the 
tree sense dogmatic.""— The Church Standard. 

“All show . > to ardor of conviction, and uncommon lit- 
erary git.” _ 

* Admirable > pm expressed with great ferver and sincerity, 
while abounding in many rhetoric beauties.''— Boston Globe. 

“If short sermons generally had as much clear condensed thought 
as is here presented in a forcible and cultivated style, there would be 
5 reason for the current prejudice in favor of sermonic brevity." — 

he Evangelist. 

MISS COLTON'S SWITZERLAND. 


THE ANNALS OF SWITZERLAND. 
By Juuia M. Cotrow. 1 vol.,12mo, cloth. Illus. Price, $1.25. 
“ The book is a charming one and is written in a most interesting and 
happy style. It is handsomely illustrated with maps of cities and 
mountain scenery, and no one can take it up without being thoroughly 
delighted." — The Christian Work. 


MISS GUERBER'S RHINE. 


LEGENDS OF THE RHINE. 
By H. A. GuERer. 1 vol., 12mo, cloth. [llus. $1.50 net. 
“ The and ‘the knights and sprites, and all the 
many members of the al unseen commanity s with which the imag- 
y ~~ of all ages has peopled the stream, have their 
here in a very charming way.""— The V. Y. Sun. 


MME. BOMPIANTS WALDENSIANS. 


THE ITALIAN WALDENSES. 
A Short History. By Sornia V. Bomrtani. 1 vol., 12mo, 
cloth. Illus. Price, $1.00. 


“The book as a whole is extremely interesting to all students of his- 
tory or religion.""— The Outlook, 





| 





“Madame Bompiani tells the story of incredible suffering and en- | 


durance with great enthusiasm.'’— Philadelphia Ledger. 

“The Waldenses must always remain an attractive people, not 
merely to students of history but to the popular mind. Their heroiam, 
martyrdom, 4 -_ erie for freedom serve to give their ane more 
than the ~y F- history. . A most interesting book."’— Thc 
Christian 


MRS. BURTON HARRISON'S GREATER NEW YORK. 
EXTERNALS OF MODERN NEW YORK. 


By Mrs. Burrow Harrison. 1 vol., small quarto, cloth. 

Illus. Price, $3.00 net. 

“A very interesting volume marked by the thoroughness, accuracy, 
and literar skill which we expect in every production of Mrs. Harri- 
son's pen.” — NV. ¥. Sun. 

“Mra. Harrison eae the New York of to-day as possessed of 
what must for | be the final aspects of America’s chief city, which 


not only remains the centre of the nation's commerce and finance, but | 


a become also the centre of its art and notably its architecture.’’ — 
. Y. Times. 


Por sale by all book dealers, or sent, postpaid, upon receipt of price, | 


by the Publishers, 


A. S. BARNES & CO., 156 Fifth Ave., New York. | 





Mash 16, 





A NEW BOOK by TOURGEE. 
|The Man Who Outlved Himself. 


By Atsion W. Toureceer, author of ** A Fool’s Errand, by 
One of the Fools.’ An entirely new departure for this ingen- 
ious and powerful writer of fiction. 

16mo, 216 pp., cloth, decorated, gilt top, 75 cents. 


The New Puritanism. 


Papers by Lyman Assort, Amory H. Braprorp, 
Cuarves A. Berry, Georcr A. Gorpon, WassinctTon 
Guappen, Wituiam J. Tucker; with an Introduction by 
Rossirer W. Raymonp. 

Extra Cloth, gilt top, uncut edges, $1.25. 


Discussing the great changes in religious thought during the past 
half-century, with reconstructive hints and fo 
“ A very significant review."’— Philadelphia Telegraph. 
“ Exceptionally interesting and valuable.’'—- Congregationalist. 


Tennyson's In Memoriam. 

A new edition | of this poem of Immortality. Illustrated by 
Harry Ferny ; critical preface by Dr. Henry Van Dyke. 
Silk binding, gilt top, boxed, $3.50. 

* Both in spirit and in form, an exquisite production. "'—Philade!- 
phia Press. 
“ A classic of consolation. . . . For one who seeks a gift for a friend 


in sorrow, med could be more beautiful and appropriate. "’—Church 
Economist. 


“will bring deep satisfaction to a very wide public.”— New York 
ribune. Lae ee. 


FORDS, HOWARD & HULBERT, 
NEW YORK. 


BANGS & CO., 
Nos. 91 and 93 Fifth Avenue, New York, 
WILL SELL AT AUCTION 
March 25, 


Mr. George Alexander Ballantine’s Library 
A very unusual and valuable collection of Technical, 
Illustrated, and Periodical Works on Architecture, the 
greater part by French Authors and Publishers, all in 
good condition and substantially bound in half morocco. 
Also a large number of beautiful photographs, exhibit- 
ing the details of many of the famous public and pri- 
vate buildings of Europe, a collection of both interest 
and usefulness to students and practical architects. 
Catalogues can be obtained from the Auctioneers. 


| In Going to St. Paul and Minneapolis 


The wise traveller selects the Chicago, Milwaukee 
Wie? Paul Railway. 


Ie inthe beat road between Chicago and the Twin 


It has the most perfect track. 

Its equipment is the finest. 

Its sleeping cars are 

Its dini car service is equa! to the best hotels. 

Its electric-lighted trains are steam-heated. 

Its general =>" pes no —_. 

It is patronized by 

It is the favorite An for , cy and children as 

well as for men. 

It is the most popular road west of Chicago. 
For further Information, 


Apply to the nearest ticket mt, or address 


F. A. Miller, Assistant General Passenger Agent, 
315 ‘ees Building, Chicago, Ili. 
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WEBSTER’S 


INTERNATIONAL DICTIONARY. 


QUALITY RATHER THAN QUANTITY. 


Pres. Eliot of Harvard, says : 


The International is Scientific 
and Practical. 


Words are easily found. Pronunciation is easily ascer- 
tained. Meanings are easily learned. The growtk of 
words is easily learned, and excellence of quality rather 
than superfluity of quantity characterizes its every de- 
partment. 





“ The International is a wonderfully compact storehouse of accurate information.” 


It is the School-Teacher of 
the Republic. 


The International and its abridgments are in 

use in the colleges and public and private schools of the 
country. Should you not give the students access to 
the same Dictionary in the home that they use in the 
schoolroom? 


(> Specimen pages and testimonials from eminent persons and publications sent on application. 


G. & C. MERRIAM CO., Publishers, Springfield, Mass., U. S. A. 





‘ 99 Lowest NET PRICES secured on ALL BOOKS. 
, BOOKS. Subscribe to ‘*‘ BOOKS,"’ a bi-monthly publi- 
cation, 10 cents a year, giving a list of the LATEST and BEST KS. 

Cqeepetengetagteineens Address EDWIN D. ROSS, 

_P. 0.! Box 498 _Paapevrut, Pa. 


THE PATHFINDER ':% *e.2odony mga preening | court 


every week all 

news of the world intelligently digested and coy classified. 

2% cts. for 13 weeks on trial. Tus PATHFINDER, Weshington, D. ©. 

Rebellion Books. Pet ot fara Seatac Boks 
on the Civil War, including Prison Narratives, Biographies, 

tal Histories. Largest Collection ever Offered for r Bale. Sent br eon 

cents in stamps. F. P. HARPER, 17 E. » 16th Bt., , New York. 


Y-WRITERS, pan ay Historians, ny Do 
STOR R R desire the honest criticism of 

book, or its skilled revision athe correction, or advice as to pub! ? 
Such work, said George William Curtis, is ‘done as it be by The 
Easy Chair’ ‘s friend and fellow laborer in letters, Dr. Titus M. Coan.” 
Terms b t. Send for circular D, or forward your book or MB. 
to the ‘New York Bureau of Revision, 70 Fifth Ave., New York. 


JUST OUT. ——s 


1. Interesting catalogue of choice English and American books in 
fine bindings, quoting extremely low, tempting prices. 
2. London Weekly Circular of Rare Books. Dial readers should send 


f 
_ H. W. HAGEMANN, IMPORTER, 
160 Pifth Avenue, New York. 











Americana, Poems, Fiction, eic., 
Late War, Religion, 
History. te as Travel, Botany and Natural History, 
Pine Editions, Political Economy, 
Old, Quaint, and Curious, Spiritualism, 


piritual 
Lectures, Basays, ete., Bic., Ete. 
Send stamp for catalogue to A. J. CRAWFORD, 
P. 0. Box 317. 312 N. Seventh Street, ST. LOUIS, MO. 


FRENCH BOOKS. 


Readers of French desiring literature will take pleas- 
ure in reading our ROMANS CHOISIS SERIES, 60 cts. per 
vol. in paper and 85 cts. in cloth; and CONTES CHOISIS 
SERIES, 25 cts. per vol. Each a masterpiece and by a well- 
known author. List sent on application. Also complete cata- 
logue of all French and other Foreign books when desired. 


WILLIAM R. JENKINS, 
_ Nos. 851 and 853 Sixth Ave. . ( cor. 48th S St. s . New Yor«. — 





LIBRARIES. 


We solicit correspondence with book-buyers for private and 
other Libraries, and desire to submit figures on proposed lists. 

Our recently revised topically arranged Library List (mailed 

- on application) will be found useful by those selecting 
itles. 


THE BAKER & TAYLOR CO., 
Wholesale Books, 5 & 7 East 16th St., New York. 











AMERICAN SHAKESPEAREAN MAGAZINE. — $1.50 per Year; 
single numbers, 15 cts. Awna RawpDAti-Dien., 
Pane et 251 Fifth Avenue, New York City. 


RICHARD B. ARMS, A] A.B. (Harvard), Professional Tutor. 
for —_, te any college or scientific school. Also, sp 
Address, 16 Astor Street, Cacao. 
STupy AND PRACTICE OF FRENCH IN SCHOOLS. Jn three 
Parts. By L. C. BONAME, 258 South Sixteenth St., Pumaps.rmta. 
Well-graded course for young students. Natural Method. New Plan. 
Thorough drill in Pronunciation and Essentials of Grammar. 


HAVE YOU READ 
LETTERS to 
AN UNKNOWN 


BY PROSPER MERIMEE? 





culture 











~ BOOKS | WHEN CALLING, PLEASE ASK FOR 
a MR. GRANT. 
WHENEVER YOU NEED A BOOK, 
LIBERAL Address MR. GRANT 


Before buying Booxs, es for quotations, An 
DISCOUNTS | assortment of catalogues, and special slips of 
books at reduced prices, will be sent for a ten-cent stamp. 


F. E. GRANT, Books, 7° “gst,424 Street, 


Mention this advertisement and receive “4 Pali 
Seventy Yeas. CRITICISM, ADVICE, 
Thorough, 


uthors’ ee 
pency 


Rererences: Noah Brooks,Mra. De 
editorial notices, send 
WILLIAM A. DRESSER, Director, 100 Pierce 
___ Mention The Dial. _ Copley y Square, Boston, J ass. 


Joseph Gillott’s Steel Pens. 


FOR GENERAL WRITING, Nos. 404, 332, 604 E. F., 601 E. F., 1044. 

FOR PINE WRITING, Nos. 303 and 170 (Ladies’ Pen), No. 1. 

FOR BROAD WRITING, Nos. 294, 389; Stub Points 849, 983, 1008, 
1009, 1010, 1043. 

FOR Er eet cna tone in fine drawings, Nos. 659 (Crow Quill), 290, 

Other Styles to suit all Hands. Gold Medals at Paris Exposition, 
- 1878 and 1889, and the Award at Chicago, 1893. 


Joseph Gillott & Sons, 91 John St., New York. 





2 ie tomeya | The Standard Biank Books. 
™ to the quire. | 


Manufactured (for the Trade only) by 


THE BOORUM & PEASE COMPANY. 
Everything, from the smallest pacs-book to the largest ledger, suitable 
to all purposes — , Educational, and Household uses. Flat- 
opening Account Books, under the Frey patent. For sale by all book- 
sellers and stationers. anni 


Offices and Salesrooms : 101 & 103 Duane St., NEW YORK CITY. 


i 
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BATHROOM AND FLOOR TILING A SPECIALTY. 


PEERLESS MANTEL COMPANY 
__No. 45 Congress St. (bet. State St. and Wabash Ave.), Cmcaeo. 


Tv. & & DIXON. 





D. H. FLETCHER. 
DIXON & FLETCHER, 
Patent Attorneys, 
Buite 1541-42 Monadnock Block, Cmicaco. 


GARRETT NEWKIRK, M.D., 
DENTIST, 
31 Washington Street, 
CHICAGO. 


STAINED AND LEADED GLASS. 


INTERIOR DECORATION OF ALL KINDS. 


WALL PAPERS 


A selection of Popular ond 4 Avtiatle Styles from the leading 
manufacturers of Europe and America, from TEN CENTS to 
TEN DOLLARS per roll. 


McCULLY « MILES Cco., 178 Wabash Ave., Chicago. 


IT. REQUIRED two wep of hard work to select our 
Spring Stock. It would take you more than a day to 


look through it carefully. We minimize the labor by draping 


all of the fancy cloths (cheviots, tweeds, and mixed worsteds) 
paca pas be seen at aglance. The 1200 “a4 
are arranged according to price. Suits $15, $20, $25, $28, $30, 
$35. $40, and $45, Each grade is is di ed separately on one 
or more tables. We cordially invite an inspection. 
NICOLL THE TAILOR, 


___ Corner Clark and Adams Streets, Cuicaco. 


Live One Hundred Years! 


Drink Pure Water aerated with sterilized air — the only abso- 
lutely pure water — and you may. 


THE SANITARY STILL 


for family use distills pure water. Made of co i ta lined with 
block tin ; easily cleaned ; simple as a tea ket fits any gas, 
oil, coal, or wood stove. Four styles, $10.00 ‘and upward, 
Write for booklet. 


THE CUPRIGRAPH CO., 
No. 129 North Green Street, _ Cicaao, Iu. 


«GENTLEMEN 


Looking { beauti itable, useful, health-protecting present f 
- Ses or Cen will aoa 7 ag 


AUGUSTE VICTORIA 


EMPRESS SHOULDER-SHAWL. 


They are exquisitely hand-woven, of softest white wool and silk. Every 
young lady will be delighted to have one at once. 


SENT, POSTPAID, 
by the manufacturers, upon receipt of $7.50. 


The Susacuac Weaving Co., 
_No. 12 Moravian Church Street, - - BETHLEHEM, PENNA. 


Parquet Floors 


Are not only beautiful, durable, and sanitary, but the 
plainer styles are inexpensive, costing about the same as 
carpet. No expenditure about the home brings a larger 
return in comfort, convenience, and cleanliness than that 
incurred in the purchase of these floors. 





CATALOGUE FREE. 


CHICAGO FLOOR COo., 


132 Wabash Avenue, . CHICAGO. 
Tel. M. 3390, 
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H. A. KELSO, Jr., ALBERT E. RUFF, 
Director of Piano Department. Director of Vocal Department. 
MAY DONNALLY KELSO, 

Director of Dramatic Depariment. 


THE 
KELSO - RUFF SCHOOL 
Musical and “Dramatic -Art, 


HANDEL HALL, CHICAGO, 


Offers superior advantages to Students desiring 
instruction in (Music, Oratory, or 
the Drama. 


Mr. Kelso bas just published a new work, in 
two books, treating of the Pedals, their relation 
to natural movements and to the science of acous- 
tics. Signs are employed to indicate the exact 
movements of the wrist used in executing each 
illustration. They contain many original chap- 
ters on subjects not heretofore formulated for 
teaching purposes. For sale at the School. 


Comfort 


IF when reading a 
book you have an 
easy and comfort- 
able chair, together 


while 
writing | witha perfect light, 
you arrive atamore 


lucid understanding of the subject, 
Why not enjoy the same comforts 
when writing ? 
We carry a complete assortment of 


Office, Library, and School 


DESKS, 


TABLES, CHAIRS, Etc. 





AMERICAN DESK COMPANY 
18 and 20 Van Buren St., 
CHICAGO. 
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“Tae Dit is the best and | 
ablest literary paper in the | 
country.””—Joun G. Warr- | 
vier (Aug. 19, 1892). 

“ A journal of literary crit- 
jcism, sober, conscientious, 
and scholarly; from every 
point of view unsurpassed by 
any other literary journal in 
America or England.’’— Sir 
Watrer Brsanr. 


“Tae Dit is most useful 
and essential! to the lover and 
purchaser of books.’’— R. C. 
Gesswasn, Librarian War- 
der Library, Springfield, O. | 

“Tae Drat has reached a 
height at which no periodical 
in America devoted to liter- 
ary criticism can justly claim | 
to be itssuperior.’’— Dsn1son 
QUARTERLY. 

“As a journal for the 
teacher who would keep in | 
touch with the best thought 
of the day, Tue Dic is in- 


} 


dispensable.’’— JouRNAL OF 
PEepaGoey. 
“Tae Drat’s look and 


bearing are refinement itself. 
Seriousness, fearless care, and 
a right instinct in letters, help | 
to make it the best review we 
have.”’-—Tae INDEPENDENT, 
New York. 


TAKE THE BEST! 


THE DIAL 


A Semi-Monrraty Journal oF 
Literary Criticism, Discussion, and Enformation. 


The Best Literary Journal In America 


Must be considered as indispensable to every person who 
really has an interest in literary affairs, who would keep in 
touch with literary events and within the current of the best 
literary influences, and who recognizes and cares for the 
qualities of INDEPENDENCE, ABILITY, FAIRNESS AND HON- 
Esty In REVIEWS OF THE NEWEST BOOKS, DISCUS- 
SIONS OF LITERARY AND EDUCATIONAL QUES- 
TIONS, and NEWS OF LITERARY EVENTS. Full Lists 
of all the New Books published, including, size, price, ete., 
of each, with other features that constitute a complete and 
agreeable GUIDE AND INDEX TO CURRENT LITERA- 


_ TURE. 


In the flood of books pouring from the press, there is so 
much to choose from that no person can, unaided, judge what 


| is to be read and what left unread. Hence, a journal that 


may be steadily relied upon as a safe guide to the character, 
the contents, the merits, and demerits of the important New 
Books, is obviously of the greatest value to anyone of literary 


| inclination or pursuits. Such a journal THE DIAL has long 


been known to be. In ita pages all books are described and 
discussed upon their merits, and without fear or favor. 


Two Dollars per Year (24 numbers), postpaid. 
Established 1880. issued Ist and 16th of each month. 
315 Wabash Avenue, CHICAGO. 





“Tue Dravis the best pub- 
lication of its kind in this coun- 
try..'"—Joun Burroveus. 

* Tae Dracis in my opinion 
the best critical journal in 
this country.””— Hyatmar 
Hsorrs Borssen. 

** Tue Drax is the foremost 
critical journal in the country, 
and fully and worthily repre- 
sents the profession of letters 
and the interest of cultivated 
readers.’’— Evenina Jour-— 
NAL, Chicago. 

“I recommend Tar Diau 
to all librarians as one of the 
most useful aids in preparing 
book lists of current publica- 
tions.”"— F. H. Hip, Libra- 
rian Chicago Publie Library. 

“* Thave the greatest admir- 
ation for Tae Dia and its 
work.’’— Rev. Dr. Epwarp 
Everett Haus, Boston. 


**T can always trust the re~ 
views in THe Dra to be ex- 
pressions of honest opinion ; 
and honest judgments of con- 
temporary publications are of 
the greatest possible value te 
a man who cannot find time 
to read more than a small 
fraction of them for himself,” 
—Daviw Srare Jorpan, 
Pres. Stanford University. 











$5.25 for $2.75 














$10.00 for $5.00 








PEOPLE WHO ARE PARTICULAR 


As to the class of reading matter that goes into their homes are invited to try for a year three 
Chicago periodicals which occupy a position in their respective fields second to none in America. 


THE DIAL. 


THE CHICAGO EVENING POST. 


“Tue Cuicaco EventnG Post bears the same rela- | 
tion to the Chicago press that The New York Evening | 
Post bears to the press of that city — that is to say, it | 
| is to be congratulated on the intelligence, the freedom 


is a daily paper of the highest class, and appeals for its 
constituency to the best classes of people, and is there- 


fore free from sensationalism and from any pandering | 


THE CHAP-BOOK. 


“ Chicago’s handsome CHap-Book . . . has estab- 
lished itself as the most amusing, the most readable, of 
American literary periodicals. . . . Tae Cnap-Boox 


from prejudice, which marks its literary judgments, and 
on the fact that it can hold itself uninfluenced even before 


to ignorance, prejudice, or vice.” — The sutra, Cc eng. | the greatest names in fiction.” — Kansas City Star. 





To put these three papers within the coma of all, the Publishers have arranged 


TWO UNAPPROACHABLE CLUB OFFERS. 


OFFER No. 1. 
Evening Post, Saturday edit'n, $1.25 
The Chap-Book, semi-monthly, $2.00 
The Dial, semi-monthly, . . $2.00 { 


_ 2a $5.25 


any address 
One Year 


For $2.75° 


The THREE to | 


OFFER No. 2 
Evening Post, daily edition . $6.00), The THREE to 
The Chap-Book .. . . $2.00 any address 
| The Dial. . . . - « « $2.00 One Year 
Total. . . $10.00 ) For $5.00 


* These offers are open only to those not now taking any of the three papers, but present Dial subscribers, not taking either of the other two 
Papers, may accept either offer at $1. additional to club rales given. 


Address Subscription Department THE DIAL, 315 Wabash Ave., Chicago. 
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SCOTT, FORESMAN & CO’S RECENT BOOKS 








i By Juxivs E. Orson, Pro- 
A Norwegian fessor of Scandinavian 


| Grammar Languages and Litera- 

and Reader ture in the University of 
With Notes and Wisconsin. 

Vocabulary An increasing interest in 


Norwegian literature has been 
manifest in recent years, on 
account of the commanding position that men lke Ibsen 
and Bjérnson occupy in the field of letters. Much diffi- 
culty has, however, been experi by American students, 
in getting at this literature in the original. A suitable 


mands. Part I. contains in addition to a comprehensive 
Grammar, ample notes on the structure of the language, 
explicit directions on pronunciation, and many carefully 
translated illustrative sentences. Part II. contains selec- 
tions in poetry and prose of literary excellence or histori 
interest, from distinguished Norwegian writers. 


Cloth. Price, $1.50 net. 





By W.B.Cuampertaiw,A.M. 
Principles of A tees earners fe 


and students I have yet seen and a 


and Literary preacher, orator, public reader, or 
actor, full of suggestions and new 

interpretation lights." — Latanp T. Powsas, 
Lexi Mass. 

“ A valuable contribution to the literature on Elocution. It will 
do much to make it what it should be, an interpreter of literature 
and a means of expressing thought and feeling.”’ — Hzexay Wuson 
Sura, Princeton Seminary. 


Large 12mo, Cloth, Gilt side stamp, 500 pages. $1.50 net. 


— 


of Indiana University. 


Heroes, As oie intonation 
to Greek Mythology and early 

and Greek history. Intended for 
ounger ers, it gives a de- 

Men ightful account of the religicn 


and life of the people of ** that 

beautiful country called 
Greece, where the sky is bluer than ours, and where you 
| see the top of some tall mountain reaching toward the sky in 
whatever direction you look.” 


Cloth. Finely Illustrated, 
Price, 50 cts. net. 





Topical It provides an outline for 
Outlines of reading on the part of the stu- 
| | dent where no class work is 
Roman | done in history. Its carefully 

selected topics and its collec- 
| H istory tion of the various College en- 
/ trance examinations, provide 
| an excellent manual for special preparation on the part of stu- 
dents who wish to pass an examination in Roman History. 


Price, 35 cts. net. 





Grammar and Reader is now offered which meets all de- | 


Vocal inary, and S. H. Crarx, 
Ph.D., of Univ. of Chicago. | 
Expression, «The best text book for teachers 


Mental Technique, most helpful volume for the | 


Greek Gods, 3Y©-H-andS.B. Harvie, | 


By H. W. Jounston, 
Ph.D., of Indiana Uni- 
Latin versity. 

| The book treats of the His- 
Manuscripts tory of the Manuscripts ; the 
| Science of Paleography and 
| the Science of Criticism. It 
| contains a description of the 
materials for writing used by 
the ancients, with numerous illustrations of poe cases, 
rolls, ete. The topics comprise : The Making of the Mann- 
scripts, The Publication and Distribution of Books, The 
Transmission of the Books, The Keeping of the Mann- 
scripts, The Uses of Pal phy, The Classification of 
Errors, Textual Criticism, The Relative Worth of Manu- 
scripts, Individual Criticism, etc. Sixteen large plates, 

folded in, present facsimile pages of early manuscripts 
Vergil, Cicero, Terence, Cesar, Sallust, Catullus, and 

Horace, and these are minutely described. 

Quarto, Art Linen Cloth, witi Illustrations and 

Facsimile Plates. Price, $2.25 net. 








By H. W. Jounston, 
| The Metrical “pi, of ‘Indiana Uni. 


Licenses | versity. 
Every i verse 
nned in full with ictus 


| of sca’ 

| ® marked. Complete collections 
| Vergil of examples illustrating Hia- 
tus, Systole, Diastole, Hard- 
ening, Synizesis, Varyi 
| in the Same Word and before Mute and Liquide 


| Tmesis, Hypermetrical Verses, etc. 
Quarto. Heavy Paper. Unique Binding. 
Two Full Indexes. 50 cts. net. 








ia al aa Twenty-Four Progressive 
A Lessons on the Element- 
ary Principles of Parlia- 


-Parliamen mentary Practice. By 
tary Josern T. Rosert. 
Syllabus It is especially helpful and | 


valuable in club practice, and 
will impart new vigor and life 
to societies using it. A sur 
prising familiarity with parliamentary law can be gained by 
daily private study of this syllabus, while the ful! and com- 
prehensive index will enable any perplexed chairman or 
member instantly to find any required rule or form. 


Limp Cioth, Side Stamp, Extra Paper, Interleaved. 





| By Wiuutam H. Burpicx. | 


Price, 50 cts. net. 





| Dante’s Vision By Mrs. Carourne K. 





SHERMAN. 
of 2 ae, Seep in nn ae 
ysis shows with marvellous 
God insight and clearness 


Dante has given the most com- 

A Critical Analysis plete artistic expression to the 
highest spiritual truths; that 

the Divine Comedy is the 

Eternal Truth in poetic form, proclaiming the reality of 
| justice, and declaring that the soul can find satisfaction only 
~ lives, moves, and has its being in God — the Source of 


Ornamental Cover. Price, 50 cts. net. 
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